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A Simile. 
BY H. W. LONGFELLOW. 


Slowly, slowly up the wail 

Steals the sunshine, steals the shade; 
Evening damps begin to fall, 

Evening shadows are displayed. 


Round me, o’er me, everywhere, 

All the sky is grand with clouds, 
And athwart the evening air 

Wheel the. swallows home in crowds. 


Shafte of sunshine froin the West 
Paint the dusky windows red; 

Darker shadows deeper rest 
Underneath and overhead. 


Darker, darker, and more wan 
In my breast the shadows fall; 

Upwards steals the life of man. 
Aa the sunshine from the wall. 


From the wall in yonder sky, 
From the roof along the spire; 

Ah, the souls if saints that die 
Are but sunbeams lifted higher. 


FOR THE STANDARD.’ 


THE 


PRINCIPLES OF THE GOSPEL. 


BY 


Charlies Wesley Wandell. 


CHAPTER V. 


-$o conclusive is the word of God that 
Christian baptism is for the remission of sins, 
that Christendom, in order to reconcile it with 
her notions of non-essentialism, hesitates not to 
assert that it is the baptism of the spirit, and 


on of the iaite: of Ananias, before he was, + (he i is Lord of all:) That word, I say, ye Anow, 


baptized with water to wash away his sins. 
Compare Acts 9: 17, 18 with Acts 22; 16. 


| 


which was published throughout all Judea, and 
began from Galilee, after the baptism which 


In Paul’s conversion, two things are certain; | John preached; How God aanointed Jesus of 


first, he received the Holy Ghost before be} 


was baptized in the water; and second, after 
he was filled with the Holy Ghost, he was 
baptized to wash.away his sins. If Paul could 
have sins to wash away in the waters of bapt- 
ism, after he had been filled with the spirit, so 
also could Cornelius and his household. ‘These 
particular cases so far from weaking the argu- 
ment in favor of water baptism, go far to 
strengthen them. For if Paul, and Cornelius 
and his household had to be baptized for the 
remission of sins, even after they had received 
the Holy Spirit, how can others be saved with- 
out that sacrament who udmit that they have 
not received so copious an effusion of the spirit 
as the apostle, and who mock at the testimony 
of modern men receiving the ministration of 
angels? However, by noticiug¢these extra- 
ordinary occurrences, it is easy to be seen that 
God had an especial ead in view, and adapted 
special means to accowplish it. Paul’s con- 
version commences with @ miracuious visita- 
tion, while on his way to Damascus, which left 
him blind; after -which, his eyes were miracul- 
ously opened through the imposition of Ananias’ 
hands, and he is filled with the Spirit. God 
told Ananias that.he had a great work for 
Paul to do among the Gentiles, and we see 
that he converted him miraculously. 

Much the same may be said of Cornelias. 
Until his conversion, the gospel had been 
preached to those of the circumcision ouly. 


not of the water, that washes away sin; not-fBut the time had come, when salvation must 


withstanding they have no example in the 
Bible to bear them out in their foolish asser- 
tion. They contend that wherever Christian 
baptism is mentioned in the New Testament, it 
is to be understood of that of the spirit and 
not of the water.. If this could possibly be 
true, then the answer of our Lord to Nicode- 
mus should read thus: Except a man be born 
of the spirit-and of the spirit he cannot enter 
into the kingdom of God. Also the exhorta- 
tion of Peter in the second of the Acts, should 
reatl thus: Repent therefore every one of you 
and be baptized with the Holy Ghost for the 
remission of sins, and ye shall receive the Holy 
Ghost: both of which perversions make non- 


. sense and nothing else; for as it would be 


impossible for a man to be born of the spirit 
when he was already born of the spirit, so also 
it is ridiculous to say, That they should receive 
the gift of the Holy Ghost when they were al- 
ready baptized in it. 

If there was any uncertainty in the meaning 
of the Savior’s reply to Nicodemus, the baptism 
of the ennach would determine it clearly; saith 
the ennuch, See here is water; what doth hind- 
er me to be baptized? Acts 8: 36. 

There is one instance, however, in which 
non-essentialists think there is proof, that the 
remission of sins comes by baptism of the spirit, 
separate and apart from that of the water. 
That is the case of Cornelius the centurion, as 
recorded in the tenth and eleventh chapters of 
the Acts. They argue, that because Peter 
said, 10: 48, Whosoever believeth in Him 
shall receive remission of sins: that it was the 
baptism of the spirit that washed away sins, 
and not that of water. If you will look at 
this argument you will perceive its fallacy at 
once; for the faith spoken of does not partico- 
larize the baptism of the spirit any more than 
it does that of the water. “‘ But,” they argue, 
“the spirit was poured out upon them before 
they were baptized with water, and as it is im- 
possible for them to have had sins to be washed 
away after they had received the Holy Ghost, 
they must have been washed away in the bapt- 
ism of the spirit.” Ifgiras true, that their 
sins were necessarily | away by the 
Holy Ghost, then the above would hold good; 
unless we can prove-that God worked miracal- 
Ously.im-this case, forsome special end. But 
we ‘have @ case:in point that clears up this 
matter. J refer to the case of Paul of Tarsus 
Who received the Holy Ghost ,hy the Jaying 


go to the Gentiles also. In order to convince 
Peter that the gospel was for the Gentiles, as 
well as for the Jews, God had recourse to 
extraordinary measures. If you will turn to 
the tenth and eleventh chapters of the Acts, 
and read the account of the matter, you will 
find that the following is the sam: The king- 
dom of God was now to be opened to the 
Gentiles. The first man chosen of God to 
receive this kingdom was Cornelius; a man 
eminent for his piety aud extensive charity. 
He and all his house were believers in the true 
and living God, and devoutly served him. 
God sent an angel to this good mao, who told 
him that his prayers had been answered, and 
his alms had come up before him as a .memor- 
ial. He was further told to send to Joppa for 
Simon Peter who would tell him words where- 
by he and all his house should be saved. In 
compliance with the command of the angel, he 
sent for Peter. Now while the messengers 
were on their way to Joppa, Peter being in a 
trance on the house-top, saw a very singular 
vision. There appeared as it were a great 
sheet let down from heaven, filled with all 
manuer of nucleau beast and birds; Peter was 
commanded to arise, slay and eat. 
refused although the vision was repeated three 
times; and the voice told bim to call nothing 
common or unclean which God had cleansed. 


He now awoke; and while ‘doubling what the | 


vision meant,’ the messengers of Cornelius ar- 
rived; and Peter, on the next day, returned 
with the messengers, taking six of his compan- 
ions with him. The vision of the unclean 
creatares, had sufficiently broken down his 
prejudices to admit of his, entering the honse 
of the Gentiles, which before be. had held to be 
an unlawful thing. Having entered im, he 
inguired of Cornelius for.what intent. he “had 
sent for him. Then ,Centurion. then .related 
the vision he had received, and closed with 
these words: Now therefore are.we all here 
present before God, to hear all things that are 
commanded thee of God. Peter -then) seid: 
Of a truth I perceive that God is no respecter 
of persons: but in every nation -he that fosreth 
him, and worketh righteousness is agcepyed of 
him, Yet still he does not anderstand that 
the Gentiles are to enter into aij the blessings 
of the New Covenant, for he immediately com: 


mences his discourse .withthese significant | 


ren of peace: by Jess 'Ghriat; 


But he: 


Nazareth with the Holy Ghost and with power: 
who went about doing good, and healing all 
that were oppressed with the devil; for God 
was with him. And we are witnesses of all 
things which he did both in the land of the 
Jews, and in Jerusulem; whom they slew and 
hanged on a tree: Him Gog raised op the 
third day, and shewed him openly; not to all 
the people, but unto witnesses chosen before of 
od, even to us, who did eat and drink with 
him after he rose from the dead. And he 
commanded us to preach unto the people, and 
to testify that it was he which was ordained 
of God to be the Judge of quick and dead. 
To him give all the prophets witness, that 
through.his name whosoever believeth in him 
shall receive remission of sins, Now you ob 
serve that in all this discourse the Gentiles are 
not even so much as named; but Peter speaks 
of the Gospel as the word which God sent 
unto the children of Israel. But while he was 
yet speaking, the Holy Ghost fell on the Gen- 
tiles; and they spake with tongues and magni- 
fied God. The astonished Peter and his 
companions were now convinced that the 
gospel—in all its fuluess,was for the Gentiles 
as well as for the Jews. Shortly after this, 
Peter was called in question conceraing this 
matter, and in his defence said:- Forasmuch 
then as God gave them the like gift as he did 
unto us who believed on the Lord Jesus Christ; | 
what was I that I could withstand God? 
Showing conclusively, that it was entirely out 
of the regular order of the gospel institutions, 
in order that it might be a sign to the disciples, 
that salvation was common to all from that 
time forth, without distinction of nation or 
country. The fact then is plain, that Peter 
was not fully aware that the blessings of the 
gospel ,were for the Gentiles until the Holy 
Ghost was poured out cn this occasion. And 
mark, no sooner was he covvinced of that fact 
than he exclaimed, Can any man forbid water, 
that these should not be baptized which have 
received the Holy Ghost as well as we? And 
he commanded Cornelius and his household to 
be baptized. Cornelius was by means ignorant 
of the gospel of Jesus Christ, neither was his 
household; for Peter saith, That word, I say, 
ye know, which was published throughout all 
Judea, aud began+from Galilee: neither have 
we the slightest evidence that they had not 
received it with all their heart. Yet notwith- 
standing all this they were not saved: even.so 
good a man as Cornelius unquestionably was, 
still he was not saved: although God had 
answered his prayers, and his alms were had 
in remembrance in bis sight; even though he 
had been visited by an angel of God, yet there 
was something for him to do before he could 


be saved: he was to send for a servant of 


Christ .to come and tell him what that some- 
thing was. When Peter discoursed of the 
gospel, he told him nothing new; he simply 
narrated a series of facts that Cornelius kaew 
very well to be true. And then, though he 
was baptized with the Holy Ghost yet was he 
not saved; there was still something lacking: 


to supply this lack, they were commanded to 


be baptized with water in Ahe name of the 


(To be Continued.) 

A New Monere, Race 
Melbourne paper says:—It is suppesed that 
we have smongst us at least. twenty thousand 
Chinese. Many of these people are rapidly 
adopting the dress and manner of their Euro- 
pean fellow-colonists—particularly about Mel- 
bourne, where some of them even have seem- 
ingly embraced Christianity, while in reality 
they have embraced Christian wives. Not s 


y Brady, or 


SAN FR ANCISCO, FRID AY, ] ULY 31, 1857. 


Motiny ano DispanpMent oF Inpran Native 
Troors.—The China Mail publishes a long 
account from the Friend of India, of the mutiuy 
and disbandment by the English authorities of 
the Nineteenth Regiment Native Infantry. It 
appéars that on the 26th of February last, 
that regiment was ordered to parade, at Ber- 
hampore, for exercise, with fifteen rounds of 
blank ammunition for each man. When the 
ammunition was taken to the lines, the men 
objected to the paper on which the cartridges 
were made, as being of two colors. They 
afterward insisted, in a petition to the com- 
wanding officer of the district, that for more 
than two months they had heard rumors of 
new cartridges having been made at Calcutta, 
ou the paper of which the fat of bullocks and 
pigs had been spread; and of its being the in- 
teution of the government to coerce the meu 
to bite these cartridges; avd that, therefore, 
they were afraid for their religion. They were 
informed on the evening of the 26th of Febru- 
ary, that this was all wrong, and that whoever 
refused to use the cartridges would be tried by 
@ court-martial, A few hours later, the sepoys 
broke out into open mutiuy, flew to their arms 
and formed into line. Immediately the com- 
manding officer swnmoned a large body of 
European troops, directed cannon against the 


lines of the wutineers, and summoned them to} | 


lay dowu their arms aud surrender. After 
some hesitation this was done. On the 31st of 
March, the regiment having marched to Bar- 
ackpore, was formally read ont of the service. 
The arms were piled, avd tae colors deposited 
with them, but the uniforms were.not stripped 
off. The pay of men was delivered to the time 
of mutiny. The regiment was submissive and 
penitent. It was a severe blow tothe men, and 
a striking lesson to the other sepoy regiments. 

Tuirst Quencuep — 
Water, even salt water, imbibed through the 
skin, appeases thirst almost as well as fresh 
water taken inwardly. In a “ Narrative of 
Captain Kennedy’s losing his vessel, and his 
distress afterwards” in the Annual Register 
for 1769, the Captain says—‘tI cannot con- 
clude without making mention of the great 
advantage I received from soaking my clothes 
twice a day in salt water, and putting them 
on without wringing. To this“ discovery I 


may with justice attribute the preservation of | 


my-own life and six other persons, who must 
have perished if it had not been put in use. 
The water absorbed through the pores of the 
skin produced in every respect. the same effect 
as would have resulted from the moderate 
drinking of any liquid. The saline particles, 
however, which remained in our clothes became 
encrusted with the heat of the sun and that of 
our bodies, lacerated our skins, and being other- 
wise inconvenient; but we fouad, by washing 
out these particles, and frequently wetting our 
clothes, without wringing, twice in the course 
of a day, the skin became well in a-slort time. 
After these operations we uniformly found that 
the drought went off, and the parched tongue 
was cured in afew minutes, after bathiug and 
washing our clothes; aad,.at-the same time we 
found ourselves as much refreshed as if we had 
received some actual nourishment. Foor per- 
sous in the boat who drank salt water, went 
delirious and died; -bat these who avoided this 
and followed the above practiec, experienced 
no such symptoms.” 
New Uses-os rae Execrric 
London Time, of June 5th, 
says:—-At Messrs. Glasse & Elliot’s yard [near 
London] a fine submarine cable is being made 
for the Norwegian Government. This is, as 
far as we are aware, probably the first electric 
telegraph which has ever been used for fishing 
purposes. During the fishing season the shoals 
of ‘herrings enter the fiords of Norway at most 
wnexpected intervals, aad at places where often 
not more than one or two fishing boats are to 
be found. Before the boats from the surroand- 
ing bays and fiords can ‘be summoned to the 


Ispoil, the herrings have generally spawned and” one, 


— 


ure away to sea aguin. To prevent these re- 
peated disappointments and losses to the fisher- 
men, the Norwegian Government is about to 
lay a submarine cable along some fifty miles of 
the coust most frequented by the shoals, with 
land stations at short distances communicating 
with the fishing villages. The instant the 
shoal is seen in the offing, therefore (and it 
can always be known at a distance by the 
whales which surround it), a message will be 
sent alovg the coast telling each village the 
fiord or bay which it has entered. Alas for 
the poor herrings! What will become of them 
now that science enters the deep against them, 
and "the enemy lurks in their watery. home? 
They may elude whales and fishing boats, defy 
tides, winds, and waves, but what can they do 
against the electric current? They will splash 
beedlessly over the queer-looking rope on the 
bottom, without thinking that it is telling their 
number and the way they have taken, and 
guiding their .pursuers to the destruction of 
them all. A small “‘sub-mud” cable, to be 
used in communicating with the workmen 
engaged in clearing the mouth of the Danube, 
is also in the course of manufacture at Glasse 
& Elliot’s. It will be regarded with interest 


as the material embodiment of so many of the 


Paris protocols. 

Tue Asprey Hovse.—The following story 
is told in connection with the celebrated palace 
of the Duke of Wellington: 

“It is said that as George II. was riding on 
horseback one day in Hyde Park, he met an 
old soldier, who fought with him in the battle 
of Dettingen; and with this soldier he entered 
into free discourse. After talking together for 
some time, the king asked the veteran what he 
could dofor him. ‘ Why, please your majesty,’ 
said the soldier, ‘my wife keeps an apple stall 
on a bit of waste ground as you enter the Park, 
and if your majesty would please to make us a 
grant of it, we might build a little shed and 
improve our trade.’ The request being a very 
moderate one, was at once granted. In a 
little time the old apple stand woman pros- 
pered greatly, for the situation was a good one 
for the purpose, and she carried on a very pro- 
fitable trade. In the course of years the old 
soldier died, and the Lord Chancellor, who 
was looking around for a suitable piece of 
ground where he might build himself a mansion, 
fixed his mind upon this very spot. The old 
woman was sadly alarmed when she saw her 
shed being pulled down, and preparations to 
occupy the ground with a stately mansion, and 
she went to a son, who was an attorney’s clerk, 
to consalt with him as to the course she ought 
to take. The son was shrewd enough to see 
at once the advantage that might be gained by 
remaining quiet; so he advised her to remain 
quiet until the mansion should be completed. 
No sooner was the house finished, than the son 
waited on the Lord Chancellor to complain of 
the trespass committed on his mother’s proper- 
ty, and to claim a recompense for the injury 
she had sustained. When the Chancellor saw 
that the claim was undeniable, he directly 
offered a few hundred pounds by way of com- 
pensation; but this was promptly refused, as 
the eld woman, agvised by her son, would not 
settle the affair on such easy terms, A ground 
rent of four hundred ponnds a year Was agreed 


to; and it is said that the Apsley House 
pays that amount to this day, to the descend- 
euts of the old apple woman.” 


‘Ture: Steam Wacon.—There is now in pro 
cess of ceustruction at Sacremento « steam 
wagon, whith we uaderstand is intended to 
ron to that city. It is the invention of s Mr. 
Overton, of Mariposa county, and has received 
the approbiation of scientific -mechanies.: The 
Sacramento Age. says, that the frame work in 
which the whole machinery is to be enciosed is 
twenty feet long, six feet eight inches in width, 
and abest five sod Ralf feethigh. ‘It is built 

of sensowed oak, and will be sar- 
rounded with irom casing one-eighth of an inch 
in thickness.. “Phe beller, which is « 
will be placed in the front part of ‘the 


-, he 


| 
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frame, and the machinery of a tweoty horse 
power engine will be located in the rear. It 
will be supplied with eight iron legs, which act 
as the propelling power, and are attached to 
an iron crank. When completed, the general 
exterual appearance will be that of the ordiu- 
ary locomotive, except that it is supplied with 
four wheels instead of six. Its cust will be 
about $5000, and it is expected to be able to 
carry 100 passengers at the rate of twelve to 
fifteen miles an hour. 
Awueénican Boox Crart.—Forty years ago, 
three men, by hand-work, cculd scarcely msau- 
facture four thousand small sheets of paper a 
day, while new they can produce sixty thou- 
sand in the same time. It has been calculated 
that if the paper produced yearly by six ma- 
chines could be put together, the entire sheet 
would encircle the world. Nowhere is paper 
so much used as in the United States. In 
France, with thirty-five million of iuhubitants, 
only twenty thousand tous are produced year- 
ly, of which one-seventh is for exportatiou. Iu 
England, with twenty-eight millions of inhabi- 
tants, sixty-six thousand tons are produced; 
while in this country the amoaut is as great as 
France and England together. A large por- 
tion of this consumption of paper is directed w 
the 2,000 neWspapers which are incessautly 
springing up in all sections of this country— 
some to flourish, but more born but to die, and 
make room for the succession. The first print- 
ing press set up in America was worked at 
Cambridge, Mass., in 1639. The Rev. Jesse 
Glover procared this press by contributions of 
friends of learning and religion, in Amsterdam 
and England, but died on his passage to the 
New World. It is believed that the amount 
invested in the book busin Boston alone, 
at the present day, cannot be less than three 
millions of dollars. Now there are nearly one 
bandred booksellers, and over fifty distinct 
publishers, in the American Athens. In New 
York there are four hundred and forty-four 
booksellers and one hundred and thirty-three 
publishers; and in Pennsylvania, four bundred 
and two of the former and seventy-two of the 
latter. Most of the publishing, and the largest 


jnumber of the booksellers, center in the cities 


of Boston, New York and Philadelphia, which 
are the leading publishing cities of the country. 
New York has the most capital invested in the 
| business. 

A.toy followiog 
is the substance of the United States patent 
granted to Eli Mourier and J. F. E. Vallent, 
of Paris, on the 38d of March last—patented in 
France, December, 1854. ‘The alloy is called 
oreide of Gold. It is formed with 100 parts, 
by weight, of pure copper, 17 of sinc, 6 of 
magnesia, 3.60 of sal ammoniac, 1-80 of quiek 
lime, and 9 of unpurified tartar. The copper 
is first placed in a crucible in a suitable furnace, 
and fused, the magnesia is then added slowly, 
then the sal ammoniac, lime and tartar separ- 
ately, and in the form of pewder. These are 
kept from the air, and well stirred with’the 
eopper for twenty mioutes until the whole are 
ineorporated together. The zinc is then added 
in strips or fine pieces, thrust through the crust 
en the top of the copper. The whole mags is 
then thoroughly stirred, the crucible closed, 
-and its contents.kept in fusion for twenty-five — 
mipates. After this the crucible is opened, aad 
ekiaomed very carefully to remove ali the drons, 
The alloy thus formed is poured out into dry 
sand moulds if required to be rolled; if net, 
may be poered into iron moulds. Whea 
remelted in a blast furnace, it is rendered more 
applicable for ornamental works of art. This 
alloy, itis stated, is very beautiful, resembling 
geld in appearance—vory close im the grain, 
ductile and bridiant. Castings made of it’are 
cleaned with am ordinasy pickle of sulphuzic 
acid and water to remorethe.oxyd. The sine 
may be replaced wiffP\tia, but it makes the 
alley more brittle —.Seemific American, 


reckonings make new quarrels, 
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‘any man who can reflect, that it is no more 


THE WESTERN STANDARD. 


that leaves Utah, which Jeaving is caused in 


THE 
many instances eir own conduct 
WESTERN STANDARD, tree, and by which they eodered theo 


IS PUBLISHED EVERY FRIDAY. 


Q. CANNON, 


Office—No. 118} Miontgpinery. Street. 
Terms of Subscription: 


_ For One Year, invariably in advance $5 00 
For Six -Months Do Do 2 50 


G37” ADVERTISEMENTS INSERTED AT LOW RATES, 
FRIDAY, JULY 81. 


Or late, Utah has been a fruitfal field from 
which editors, priests, and harpies of every 
caste have culled an abundance of matter for 
newspaper discussion and pulpit declamation. 
The Utah problem has become the question of 
the passing moment, and various plans are 
suggested for its solution; the last of which is 
that of the would-be-president Stephen A. 
Douglas of Illinois, a man who, by the way, 
attained his first seat in the Congress of the 
United States by the aid of some six thousand 
Mormon votes, as the record will show. Be- 
fore our expulsion from Illinois, and while our 
votes were necessary to his political elevation, 
he expressed himself as painfully sensible of the 
injustice, persecution and merciless barbarities 
we suffered in Missouri, and appeared indig- 
nant at the efforts made by the latter State, 
to drag Joseph Smith from Illinois before her 
own bloody tribunals) Then, he had a thou- 
sand nice things to say in defence of the poor 
outraged Mormons. Now, however, the scene 
has changed, and with it the position and 
language of this two-faced demagogue. His 
successful war against the ‘ Missouri Com- 
promise,” however constitutional, was evidently 
so impolitic and mal-appropos, that in consc- 
quence, his popularity has suffered and is still 
suffering a serious decline. To regain his 
former popularity, he again makes use of the 
Mormon people, though in a different way. 
Mr. Donglas is well aware of the latent fears 
of the people of Illinois of the growing power 
of the Mormons. He knows how keenly sensi- 
ble they are that they most cruclly and foully 
murdered Joseph and Hyrum Smith, and drove 
some twenty-five thousand peaceable, industri- 
ous and unoffending citizens into exile. Like 
other culprits, they fear lest the rod justice fall 
upon them—they dread the day of retribution. 
Stephen A. Donglas knows all this, and the 
present discussion of the ‘‘ Mormon question,” 
presents to him a fine opportunity, to offer 
himself as their champion to “put the knife ” 
to the infant Goliah of the Rocky Mountains, 
in the hope of advancing to the Presidency 
over its bleeding corse. 

But his propositions, and the ready echo 
they find in the general press, fall terrorless 
upon our ears. Tocarry them out practically, 
obstacles are to be overcome of a much greater 
magnitude than they seem to be aware off: 
precedents muibe established which the Con- 
gress of the United States dare not establish. 
How preposterous must his proposition to dis- 
organize the Territory of Utah, appear to 
every sensible man? And if that were possi- 
ble, what a fearful precedent would he estab- 
lish! A little reflection will, we think, convince 


possible to disorganize a Territory of the Union 
than it would be to disorganize a State. Dis- 
organization is not contemplated iu the Consti- 
tation and Federal statutes Progression is 
provided for; not retrogression. This doughty 
Northern advocate of Southren principles has | 
hit upon a solution of the “ Slavery problem ” } 
that leaves such men as Seward, Hale and 
Greely quite in the back-ground. Repeal the 
Act organizing the Territory of Utah, and by 
the same rule the growing power of free state 
sertiments and a future Congress will repeal 
acts organizing States, and thus reack slavery 
in the slave States! Startling as this conclu- 
sion may be, yet it is legitimate and not diffi- 

cult to be seen; and is the solution of the 
“Slave question” long sdnght after but never 
found by such dullards as Wm. H. Seward 
and other Anti-slavists. Certainly this Mor- 
mon-made-Senator, Stephen A. Douglas, de- 
serves the thanks of the Abolition party. 

The Mormons have never previousty held 
the position before the country urto which 
they have now attained in their exile. The 
bloody persecutions they suffered in Missouri 
and in Illinois were state affairs, and for which 
the General Government refused to be respon- 
sible. Now, as citizens of the United States, 
they are organized under a Territorial govern- 
ment. It is to this government and to that of 
the United States that they are held and 
cheerfully’ hold themselves responsible: and 
while they peaceably, willingly, and in good 
faith yield obedience to both Federal and Ter- 
ritorial governments and laws, they will take 
good care thet all officers sent from Washing- 
ton to execute the laws shall do it in a lawfal 
and prepeF manner. These are the real senti- 
ments of the people of Utah, and by them they 
will abide, whatever the consequences may be. 
When will editers leari this? Whe will they 
ceage to suffer themselves to be “sold” by 


Aselyes obnoxious to a virtuous orderly 


~ | community. 

Mr. Doyglas’ proposition to- investi- 
gated the charges against Governor Young 
and others, wil] meet with the hearty amen of 
the people of Utah. They fear not such an 
investigation. Bat whoever presides over such 
trial will be given to understand at the com- 
mencement, that it must be conducted according 
to law. Whoever dons the jadicial ermine in 
Utah will find, notwithstanding the maltitu- 
dinous reports to the contrary, that the majes- 
ty of the law is respected and held inviolate in 
that Territory, and that neither jadges nor 
governors will be allowed to set aside its guar- 
antees. They will find the grave charge of 


—— | the lawlessness of the Saints to be based upon 
the fact, that they refuse to go to law one with. 


another. The Latter-day-Saints as church 
members settle their difficulties, either between 
themselves or before their bishops, without 
recourse to law, which, without contradiction, 
they have the right to do,:as well as the Quak- 
ers aud all sects of Christians. Who does not 
know, that if a difficulty occurs between mem- 
bers of any Christian congregation, they are 
counselled to settle it without an appeal to the 
law? And what honest man will say, that 
such counsel is not wise and good? If the 
Suints were distributed over the country as 
are the Quakers and other sects, this Christian 
peculiarity would probably have remained un- 
noticed. But this excellent custom, when fully 
carried out by the citizens of an entire terri- 
tory, is made conspicuous, and receives the 
execrations of every soulless lawyer and petti- 
fogging flunkey whose interests it crosses. 
This is the whole story of ‘‘ Mormon lawless- 
ness.” Government officials and other lawyers 
have repeatedly endeavored to stir up litiga- 
tion amongst us, and they have as repeatedly 
failed in their attempts. The Latter-day- 
Saints will take no civil suit before a Gentile 
court. That is an established fact. The 
General Government may send to Utah as 
many judges as it pleases, and those judges 
may try and pass judgment upon all criminal 
cases: to that extent they will meet with our 
hearty co-operation: but we will give them no 
civil cases to adjudicate. We can arbitrate 
our own difficulties, and the power to transact 
all our legal business is amply provided for in 
our Justice and Probate Courts. The people 
of Utah have kept aloof from lawyers, and 
consequently they have but few difficulties. 
The people of California have patronized law- 
yers, and the result is, they are completely 
confounded with the uncertainties of law. 
Litigation fs stirred up on all hands, and the 
property holder is uncertain that what is his 
to-day will be his to-morrow. The citizens of 
Utah and of California have pursued opposite 
courses, and the results shew which is the 
wiser. 
We confess ourselves loth to believe that 
such a change has taken place in the centi- 
ments of Mr. Douglas with regard to the 
Mormons. We well remember his former 
kindly manner toward the Saints, and particu- 
larly toward Joseph Smith; and take the 
liberty of reminding him of a certain conversa- 
tion he had with Joseph, when the latter told 
him, he would “yet be a candidate for the 
Presidency of the United States; and if he at 
that time should raise his hand against the 
Mormons, he would become politically damned.” 
We have no fears of the tranquility of Utah 
being seriously disturbed by Senator Douglas, 
or any other man. The people there have 
sense and loyalty enough to calmly and firmly 
stand by the Constitution and the laws; which 
they have only to do, to disappoint Mormon- 
haters of all classes and creeds, in their vain 
hope of overthrowing the Church of the Liv- 
ing God. 

ArrivaLt.—Br. Samuel Rolfe, Treasurer of 
San Bernardino county, arrived in this city on 
Sunday last from the Lower Country. He 
brought up a large sum of money to pay on 
the ranch debt and also a respectable sum for 
the State treasury. He reports all well at 
San Bernardino. The brethren were busily 
engaged in threshing and taking care of their 
crops, which have turned out better than was 
expected. There is four or five times as much 
corn being raised the present season as last. 
It looks well. <All is peace. The Saints are 
making great efforts to extinguish the ranch 
debt, which br. R. thinks will certainly be 
done next autumn. We hope so. That debt 
has hung like an incubus ste them quite long 
enough. 

Tos Weatuern—for the greater part of 
this week the atmosphere has been disagree- 
ably coli and damp, dispensing ‘colds and inflo- 
enza in liberal quantities. Yesterday, however, 
Sol reappeared after his wonted manner, whose 
cheerful rays dried the humid air and warmed 
it into pleasantness again. The climate of 
San Francisco is the most singular that we 
ever experienced, During the wet seasen, or 
winter as it is erroneously called, the general 
temperature of the atmosphere is pleasant and 
agreeable; but daring the dry, particularly in 
July and August; the raw, oA weather 
keeps one in shiver. 


every apostate, corrupt® official and Gentile 


Morwoniax means all truth. 


president Buchanan and Utah affairs. 


We have ever considered President Buchan- 
an to be a man of honor, justice, liberality, 
prudence, moderation, and many other good 
qualities, which eminently fit him to preside 
righteously and with becoming dignity over 
the affairs of the United States. We have 
remained unshaken in this opinion, notwith- 
standing the semi-official announcements, not 
unfrequent of late, that he is about to pursue 
8 violent and belligerent course toward Utah; 
aud we shall hold him in this high estimation, 
until facts, not rumors, compel us to think dif- 
ferently. Doubtless the outside pressure has 
been both heavy and violent in the direction 
of Utah, and influences, not to be disregarded, 
have been brought to bear updn him against 
that Territory. 

Upon the principle of “ rotation in office,” 
which he has strictly observed in his appoint- 
ments hitherto, it is nothing strange that he 
should seek for a new Governor for Utah, 
neither is it singular, that in the present state 
of public feeling, he should deem it wisdom 
to disregard the preference of the citizens of 
Utah, and appoint them a non-resident gover- 
nor and other officials, provided he can find 
men of uprightness and ability to accept the 
offices to be filled. But we are persuaded that 
he will go no farther. Utah will not be men- 
aced with troops, nor threatened with coercion. 
We base this opinion upon the assumed fact, 
that the citizens of Utah have kept the Presi- 
dent and Secretary of the Interior posted upon 
the situation of affairs there, and those affairs 
look very differently to them to what they do 
to the public, whose opinions have been formed 
upon the reports of apostates and renegade 
officials. He knows that there is no rebellion 
in Utah, neither is there likely to be. 

He knows, that the real cause of most of 
the officials leaving that Territory is, that the 
people have but few difficulties to settle, and 
those few they prefer to arbitrate before their 
bishops, to adjudicating them before the ex- 
pensive Federal courts. ‘Territorial offices in 
Utah are not sinecures. There are salaries, 
and very limited ones too, but there are nd 
perquisites—no stealings! In the 11th section 
of the organic Act constituting that Territory, 
the salaries are classified as follows: 

Governor, whv is also Superintendent of 
Indian affairs, per annum, , 
Chief Justice, and two Aaséclate Justices 


each, 1800 
Secratary, 1300 


The salary and fees of the Attorney, and also 
of the Territorial Marshal is the same as in 
the Territory of Oregon. These salaries might 
be considered liveable in Connecticut, where a 
gold dollar looks as large as an eagle; but in 
Utah where there necessarily is a great ad- 
vance from New York prices upon all groceries, 
dry goods and eastern luxuries, they are entire- 
ly inadequate to the demands of Gentile offi- 
cials, who have no earthly reason for accepting 
office there, except te fill their purses, and 
gratify their lust for place and power. Had 
most of the politicians that accepted office in 
Utah, known that they had few fees and no 
stealings to pocket—no law-mad blockheads 
with more gold than wit, upon whom they 
might fatten, they would have remained at 
home, and left the rebellious Mormons” (7) 
who can neither be coaxed nor driven into law- 
suits, to take care of themselves. 

Another cause was, their scandalous and 
wicked conduct while in Utah rendered them 
detestable to the people, and it is not an easy 
matter for a man to consent to remain in 
society where he is held in absolute contempt. 
The present adulterous generation of Gentiles, 
estimate the morals of the Mormons by their 
own corrupt hearts. The question with them 
of the chastity of Mormon women was like this, 
If Christian cities swarm with harlots, what 
proportion of lewd characters may be found in 
a Mormon city? Solving this question accord. 
ing to their own dirty figuring, they were no 
sooner installed in their offices, than they 
began to seek for sexual gratifications, not 
dreaming of the difficulties that lay in the way. 
This is true of more than one of the officials 
sent to promote the welfare and happiness of 
the people of that Territory, as we have learn- 
ed from good authority. 

We assume that President Buchanan is 
posted upon these facts, and knows that what- 
ever of indignation and violent language which 
may have been expressed by Governor Young 
and others, their ebulliency of manner was but 
the necessary result of more than sufficient 
provocation, 

In view of these facts, we look calmly upon 
the troubled waters which surge and foam in 
the distance, realizing that Utah is like a 
gallant ship safely anchored in the harbor of 
peace, whose surroundings are the firm barriers 
of the Constitution and the Laws, which will 
stop the mad waves, and say, Thus far mayest 
thou come, bat no farther. 

— 

Horcuines’ Catrrornua Macazins.— With 
pleasure we acknowledge the receipt of the 
August number of this popular periodical. As 
this is the first we have received, we cannot’ 
jadge of its comparative excellence with the 
previous issues, and can but add, that the 
typography and engravings are excellent, the 
matter interesting,.and the number before us 
is certainly a credit to those engaged in its 


$2500 


exchange 


Another hit at Polygamy. 

In o@ late number of the Los Angeles 
Star, the editor pitches into the Deseret News 
upon the’ peculiar institution, with an unction 
that is eminently his own. We have ver 
admired the heartiness with which he enters 
into the discussion of all questions which en- 
gege his. attention, and his pen, and would 


ously with this particular subject. We, how- 
ever, suggest to our cotemporary, that men 
are more apt to argue from their prejudices 
and preformed opinions, than from true and 
legitimate premises. The wish, if not always 
father to the thought, gives it color and form. 
We think this to be the case in this instance, 
and fancy that by reflection it will be seen that 
br. Carrington’s reasons are legitimate, and his 
conclusions just. Let us see: He charges the 
existence of brothels in Christian communities 
mainly to the want of exertions on the part of 
the priests to prevent their existence. This is 
indeed a serious charge; yet so true is it, that 
we doubt if friend Hamilton ever heard a 
sectarian priest deliver a discourse against 
whoredom, notwithstanding the wages paid 
them for improving the piety and morals of 
the people. 

In 1854, there were in the United States 
12,180 preachers, not including the Mormons. 
The salaries of these men, including public and 
private donations, marriage fees, etc., cannot 
be less than $24,000,000. An enormous sum 
to be paid annually, and euough in all con- 
science to draw from these hirelings an occu- 


levels its deadly strokes at the very fountain 
of life, and blasts every thing within its reach. 

This army of sacerdotals hold-an influence 
over the community that is inapproachable by 
other professions. They take the infant from 
the hands of the nurse, and Christianize it by 
baptism—by Sabbath school training, and 
various other appliances. They never relinquish 
that right; but from extreme youth to the 
grave, the subject receives religious instruc- 
tion and rites from the priest. It is the clergy 
who baptize, who educate, who marry, who 
bury. They bless, they curse. In fine, their 
functions are many, and their influence bound- 
less. In consideration of these advantages of 
position, and their assumed prerogatives to 
impart ethical as well as spiritual instruction, 
and the many years they have had to test the 
virtue and efficiency of their clerical course in 
elevating the morals and piety of Christen- 
dom, and the divine authority to act which 
they arrogate to themselves, certainly society 
should by this time be quite different from 
what it is. Such a being as a harlot should 
nut be known to exist within the confines of 
Christian civilization. 

Strange to say, however, whoredem has not 
been less because of priests: but, rather, it is 
an undeniable fact, that Christianity and pros- 
titution, churches and brothels, ministers of 
religion and strampets have increased in like 
ratio: so that to go into the most Christian 

ity, is to go into the one which has the most 
allen females. The main eause of this can 
without difficulty be traced to the clergy. 
They long since ceased to identify themselves 
with the masses—to enter into their feelings, 
sympathies, interests and occupations. They 
failed to understand that the secret of the 
power of Christ and his apostles over the 
ancient saints, was because they made their 
interests and sympathies their own. In conse- 
quence of this cessation, the masses have 
ceased to consider priests as anything but 
automatons and money-traps perched behind 
‘pulpits, to be seen and heard at so much per 
annum. <A broad line of distinction has been 
drawn between priest and people. The wretch 
who meets a minister in the street, no longer 
regards him as an affectionate father, who will 
give himseif no rest until every effort has been 
made for his reformation. The frail woman 
likewise shrinks from contact with him, if such 
eontact were possible. 

This is the consequence of the course which 
priests have taken. They have separated 
themselves from their fellows, and established 
an order of their own, saying, I am holier than 
thou. They are no longer of the people. This. 
unhappy segregation has resulted in the estab- 
lishment of religious orders without number, 
and still increasing, until religion has become a 
farce in the estimation of the multitude, and its 
teachers have fallen into contempt. 

Let priests vaunt their Pharisaic deeds as 
much as they please, and sanctify and gloss 
them over with ghostly sefitences and solemn 
looks, they Rave been an absolate curse to the- 
world. ‘They have ever sought to divide man 
kind—not to unite them. They have bored 
them with metaphysical disquisitions, but nevei 
attempted their moral elevation. They have 
opposed the attempts of philanthropists to raise 
their fellows from their degraded depths, until 
they have seen that those attempts were likely 
to succeed: then they have stepped in and 
taken the work out of good men’s hands, and 
spoiled it by their accursed meddling. The 
temperance movement is an instance of this. 
And, even now, if they were but assured that 


become popular with the people, as it is certain 
to do, they would cease their 


curses all monogamie countries. They would 


sional effort to suppress a growing, evil ster 


dy and whoredom, it mpst be made both possi- 
ble and easy for every woman to-be.a wife, and 


th. They would then prove from the in 
spired volame, that the covenant of generation 
made with the Patriarch Abraham, was a 
wise, politic, sacred and an everlasting coven- 
ant, aod was in nowise affected either by the 


have been disappointed had he dealt less vigor-| institutions of Moses, or the teachings of 


Ohrist; and that ploral marriages must, in the 
nature of things, be incomparably purer than 
monogamic ones, in which latter, the laws of 
life are in most instances, utterly disregarded 
and violated by an unsanctified nature which 
knows no such thing as abstinence. 


The entire constitution of the marriage rela- 


tion, as existing in Christian countries, has 
been formed by the plastic hands of priests. 

n this formation they took not the Bible as 
their model, but the institution as it was found 
in Pagan Greece and Rome. It has been 
handed down to us through centuries of time, 
and like many other Pagan-Christian instito- 
tions, it has become old and venerable and 
seated within the affections and prejadices of 
the people. To seek to uproot old and fixed 
notions and customs, is to incur the certain in- 
dignation of the people and the opposition of 
their censors. This being the case, it is not 
unexpected that a wondrous outcry should be 
made aginst the efforts of the Latter-day- 
Saints to restore the old paths and institutions 
as they were revealed by the Almighty Father 


himself. But opposition does neither appeal 
4 Utah expedition, but no military operations are ex- 


nor frighten us from our propriety or purpose. 
Plural marriages are virtuous and proper, and 
ought to be recognized by law—and will be in 
these United States. We do not doubt this 
result. Odur only dread is, that when sectarian 
priests find this likely to be the case, they will 
be the too ready converts to the faith, and 
poision it with their touch, as they do every 
thing with which they have to do. 


The Banditti. 


Ir will be seen by our clippings from the 
“Los Angels Star,” that a formidable banditti 
have taken up their quarters in the San Ber- 
nardino mountains. This brings forcibly to 
our mind the organized bands of horse-thieves 
and robbers who located themselves in the 
neighborhodd of Nauvoo, and committed nam- 
erous depredations upon the property of the 
neighboring inhabitants. Of course, the Mor- 
mons got the blame for every theft and other 
rascally act committed within a given distance 
of their city, and that circumstance was one of 
the causes of the angry feelings which the old 
citizens cherished against us. 

We are apprehensive that a similiar feeling 
will be stirred up in the lower country, unless 
ecisive and vigorous measures be adopted to 


polygamic marriage would certainly obtain aid. 


blasphemous 
pratings aguinst it, and laud it ag the sore}: 
salvo for that damning sexual evil whigh new | 


erret out and effectually break up this nest of 
utlaws. Unless this be done, it will be sup- 
ed that they remain by sufferance, and the 
ints will be charged with connivance at their 
illainies. Sheriff Clift isa man of the right 
stripe to see this matter accomplished, and we 

now him well enough to say, He will attend 
it without delay. 
Appropos of outlaws, there is a man at San 
Bernardino, who of late, has, under the signa- 
ture of “ Pilgrim,” been in correspondence with 
one of the papers of this city. We have no 
oecasion to refute his bies which are as base as 
his own heart, and which will react upon him 
and harm no one but himself; but will simply 
say, We know Mr. “ Pill” (grim) quite as 
well as we desire to know. We remember his 
crim. con, with a certain woman, in Utah Ter- 
ritory—the satifaction made for the sane by 
the payment of $100—his flight from the Ter- 
ritory for fear of the vengeance of the hasband 
—the stolen watches, and the sheriff—his pre- 
sent adulterous living, and his unblushing pre- 
sumption in offering himself for the mayoralty of 
San Bernardino in place uf the honorable and 
upright gentleman who now fills that position. 
It is to such characters as he that the public 
are indebted for the coinage of Anti-Mormon 
stories. 

Spirirvatism To Be Terstep.—The Boston 
Traveller of a late date says, that experiments 
were then in progress at the residence of Prof. 
Aggassiz, in Cambrige, conducted by that 
gentleman and other learned men, having for 
their object the solution of the various spiritual 
phenomena of the day. These experiments are 
being made under the recent offer of $500 for 
a proof of the actuality of those phenomena, 
beyond the possibility of deception or trickery. 
Dr. Gardner, the celebrated Spiritualist, is 
bringing all his batteries to bear upon ant un- 

Tur—Mesers. ‘Davis and Jordan's 

propeller Santa Cruz, Captain Dame, started 
on her trial trip on Wednesday the 22d She 
went as far as Santa Cruzand Monterey. Her 
machinery worked well, end we ate informed 
that in speed she came quite up to the expev- 
tation“of her Owners. She was built in New, 
York, ata cost of near. $57,000; and is intend | * 


‘to ply between this city and ‘the: abdve | 


named ports. Her length is 130 feet, treatith |: 


M. 


ed to Messre/ Butterfield & 
by the Southern route, and 
through San Bernardiso: 

The Utah mail contenct, Eastern, has been 
rescinded. The contractorg.were Mormons 

New York city has bees the scene of bloody 
riots. The mayo~ has succumbed to the State 
authorities. 

Ex-Secretary of State, Wm. L. Marcy is 
dead. 

The election in Kansas for a Coenstitationa] 
Convention, has proved a farce: but about 
one hundred and fifty men in the Territory 
voting. 

The missionary party which left G. 8. Lake 
city on the 23d of April, reached Omaha, Ne 
braska, on the 15th of June. 

From the following item in the V. Y. 77. 
bune, it appears that Col. Cummings has ac. 
cepted the Governorship of Uteh. 


Wasnuneton, Tuesday, June 23, 1857. 

Gov. Cumming will take his family with him to 
Utah, intending to make that Territory his perman- 
ent home. Col. Jack Hays, of Texas celbrity, now 
Surveyor-General of California, will probably be 
transferred to Utah in asimilar capacity. 

It is expected that the troops and civil officers wil] 
leave for Utah in the middle of July or on the first of 
August. 

It is reported that Gen. Harney is to command the 


The ship Tuscarora arrived at New York 

{on the 3d of July from Liverpool with 530 

Saints en route for Utah. 0 


The Sandwich Islands’ Mission, 


Tae Saints in California have, doubtless, 
noticed in the Minutes of the Special Confer- 
ence, published last week, a resolution to make 
an effort to establish a press at Honolulu. If 
this be done, it will be through the faith and 
good works of the Saints in this State. The 8. 1. 
missionaries are now in the different Confer- 
ences endeavoring to raise the necessary means 
to accomplish this, and also to get their outfit 
for their passage to the Islands. 

We take the present oecasion to remind the 
Saints of this, and impress them with the im- 
portance of attending to it without delay. 
Latterly, advises from the Islands show, that 
affairs there are at a very low ebb, and that an 
effort must be made toresnseitate that mission. 
The natives can, nearly all of them; read, and 
are a book-loving people. It will take but 
about five hundred dollars, with what material 
can be spared from this office, to establish a 
paper there for one year, and we are assgred, 
that once established it ean sustain itself. It 
will be published in the Hawaiian language. 
This sum, and the outfit of the missionaries 
can be easily raised, if the Saiuts make an 
exertion to that effect. That they will make 
such an effort we are confident, for every right- 
ly instructed saint of God, knows that all his 
interests are in His kingdom, and to build that 
up is to build ourselves up. 

Br. Bull, the publisher, and the others who 
may labor in the office of the semi-monthly we 
propose to establish will volunteer their labors, 
and if they devote all their time and energies, 
surely you can contribute liberally to place the 
enterprise in operation. This accomplished, the 
Hawaiian mission will revive and increase and a 
much greater work will be done there than 
has hitherto been accomplished. The remain- 
ing copies of the Buxe a Moramona ( Book of 
Mormon) will also be sent there. 

Tre Sreamer Senator.—The time of this 
steamer’s leaving this city for San Diego and 
intermediate ports, has been altered from the 
Sth and 20th, to the 3d and 18th of each 
month. This alteration brings San Francisco 
two wecks nearer Great Salt Lake City; as 
under the present arrangement, the mail from 
here will arrive at San Bernardino in time for 
the Salt Lake mail which leaves on the 8th of 
each month. We understand this arrange- 
ment to be permanent. 

| 

A Fuser or Stavers.—The Savannah Be 
publican learns from an entirely reliable source, 
that within the past few weeks the following 
vessels have been purchased at the prices nam- 
ed, by houses in Havana, to be added to the 
fleet of African slave traders which is said to 
number at this time, one handred and fifty 
sail: Sch. Tallalah of New Orleans, for $7300; 
a schooner of Wilmington, N.C., name .un- 
known; 5400; sch. Abbot Devereaux, of 
Savannah, for $6500; brig R. B. Lawton, of 
Newport, R. I., trading between Savannah 
and the Cuban ‘porta, $8500; barque Minne- 
touka, $24 tons, of New York, for $13,500; 
sch. Joseph H. Hecord, (well known from her 
previous engagement. in the trade, ) of Newport, 
R. I, for $6500, and the brig ‘Putman and 
barque Clara B. Willims, recently 
aS commercial in Hayan. 
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eit molested; every road and pase-way being under|bim down to the water. A few waves /leys. Wheat demands from $4 to $5 per cwt, Fo Cansom amp Intermediate 
Cotterspuntence. strict watch, he did not sucveed in getting far till | sobered him upon which he scrambled up and ran the crop, it is believed, will not fall short of 30,000] party of some ten or fifteen gentlemen, from Mokel-} For San Diego and Ports. 
| Path wae discovered. -MeLenn snd half ‘dozen | off, cursing his disturbers moat lustily. on 
onda Carson r 
other armed fiends parsued him, and br. P. being} __poon Maw.—A Kanaka, aged about 76 Intention t explore the GOuntry south of Hope Val: STEAM NAVI 
phe dew yw their observations as far south as COMPANY’S Steamship 


From Oregon City. | : 
out beling hart, Toot the party: in| was found in the strects last night, and taken! from the Suterigr. | and return vie 
(Br. Bull has handed to us us a letter from Pres't 4 iN-| t the station house, where he was provided with a SH N 
Stuart, which we give to ous reulers, and from| Bis Fond and brought him to s'balt, while! He says that he lett the Sendwich Islands | Survers 1x Uratt.—The Commissioner of 
which they will percelve that our missionaries in thirty years ago, and most of the timesince then! 5), ar Sax Awrom1o.—A stabbing affair oc- |! Land office has received returns of te thus Capt. Thos. W. Seeley, 
Oregon are having interesting times. We say to the | anged has been in whaling vessels, but has lived some/ on Monday afternoon about three o’clock, at | ‘Nephi, ring on Leaves Pacific Wharf for Monterey, 


' took no effect—some passed through his cloth river. 
brethren upon that mission, That opposition is an “« years at New Bedford. He is satisfied to continue Ser, Antonio, in Alameda coun in. which Duncan ted t] , unl 

tig anti are ese ] 
untailing sign that the Truth hits hard, and bids in his The being during the balance of his life in whaling vassels, but} ,cron and L. J. Hilt were parties. The lat- des of Great Sal Santa Barbara, San Pedro and 
fair to result in success.—Ep |] im (both | never wants to return to his own cotmtry. ‘The old is a runner employed by the mail stage line be- | lke City.—76. San Diego, 


being on horseback) with a heavy bowicknile twice ‘ 
Ciry, Clackamas Co, _ | mun was eonsiderably invoxicated when taken up, 
a as under the left arm; br. P. dropped from his horse; RR ea d him by the police tween Oakland and San Jose, and the furmer isa Tne Sroceton Anrustay.—A stream of water, says gene ON THE Sap & 18TH OF EACH MONTH. 


July 20, 1867. 
McLean dismounted and probed the fatal wounds driver of the opposition stage. The consequences | the Son Joaquin Republican, has been struck which dis- t toSen Ped arbara 
Br. Sir:- have just received and read the | deepér;—he then Derrenge: from one of| ow a Drap Cump.—Justice Hanrahan, | of these positions is that each has @ considerable} a volume equal to two hundred gallons per Bile lading will be furuished by — 
> oan 13th and 14th numbers of the Western Standard, | )j. aids and as br. P. lay dvi k held an inquest on Sunday last upon thefoorpse of an number of friends certain that their man - right. | minute, rose about five feet above the surface. The without Bilis Lading will be charged 915 per 
«oo dal : ‘li ils , and as br. P. lay dying upor his back, shot , th Under these circumstances, the reporters have a dif- contractor, however. shut it off the next day. with Ba. oe stored until a 8 receipts are given ap. 
ae and although they were published over @ month | hin in the upper part of the breast; dropped his pis- nfant found on Saturday buried in the sand, neat | ¢-n)¢ task in discovering where the truth lies. The the confideut expectation of still reaching .: better | , “2 Aan» price will be charged on all combustible and 
i e ago, they brought welcome news to us in O. T., | ¢,) by the side of the victim. - the ie then the corner of Pine and Leavenworth streets. The| story, as we have heard it, is as follows: Immedi. stream, a short distance lower. The present th fi age se 9 ni 
a where darkness and bigotry prevail throughout the | »ounted his horse and fled. This occurred within |J4TY rendercd a verdict, that it came to tts death by | ately after the arrival of the ferry boatat San Arito-| o¢ the well is about eight hundred and twenty-five SAMUEL. J IEWALEY — 
whole body religious and politic. They are worship-| few steps of the residence of farmer by the name | bands of some person or persons unknown. which tind er to February 2ist, 1857. 
— ing they know not what, and following blind guides | of Win. Two ce P 
— ’ ; gentlemen being at the house at the QUEST IN THE CASE OF PeRRizk.— Henry Per- | door, and tried to persuade some of wers 
who print for money and preach for hire. Not 80) time, saw the whole affair, and have made oath to| rer, a Swiss, fifty-seven years old, committed sui- him no valli ay asleep Southern Dispatch Line of Packets, 
th WwW . and to m awa me such wofds enxu- 
what they witnessed before a coroner's jury. Br. P, | cide on Sunday last, at his residence on Hyde stroet | position | in the second story of his boarding house, dreamed FOR SAN DIEGO 
—— ng place, enlig ming Me Aoues’ 1! survived the work of this assassin two hours and aj near North Beach. Justice Hanrahan held an ia- ly use towards one another, including several of the ot Rag day his tunnel om it was caving on him, And intermediate ports. el every ten days. For 
— Leart, and causing many to rejoice in the truth. half, and was enabled to tell those who came to his | quest on the body. The verdict was, that he came | vilest epithets in the language. They separated, | W920" D& sprang out of bed on the canvass ceiling, Freight or Passage apply to 
— The liar and the hypocrite looks upon the Mormon to his death by hi bend Whilh laherio der | however, without coming to ‘blows. ‘They met and went through to the first floor, breaking two 
— . gig | assistance who he was; that he had been murdered 8 death by his own hand, while la g under oa r . of his ribs, dislocating his shoulder and otherwige IW. Pi 
ide d the blicatic i ain in about ten minutes, and the vilest language 
— Elders and their publications ominously. They by a fiend for duing his duty; and gave full instruc- | aberration of mind. een ain. and this time it led td blows. One of | ‘™Juring himself, barely escapinx with his life. 
im ge the rod, and well they may; fur truth cuts to} tions as to what course should be pursued in inter-} ——Accrpent to a Horse.—On Monday afternoon | our hideiaiehe, of the mail line, says Cameron ce" A Se 7 Res ney PACKED OFFICE, 
e core. rious accident occurred at Shady Creek, Corner of Market and East streets. 
fa ring his body, and the disposition of the means and} a luable dray horse owned by Mr. Goi struck the first blow, and Hilt returned it, and so on y 
. - y We have our share of persecution here at Port- S t y ted ith oa His inst onan a pe P nied . th pes 4 ares got till Hilt struck Cameron on the cheek with some- in this county, on Tuesday, July 14. Two young 
ions were tully attcnde y or s1igginson and | near faciic. was severely injured. street | then separated and Hilt went to the stable, of Lonn., were engage in running a tunnel, and while |: 
in the but the Mrs. McLean, who reached the place of his agsassin- | in that vicinity is in a shocking condition, and if the | company. yy him in about HAVE OPENED A 
¥ portion of the community were opposed to suc r- — ’ : minutes, swearing he would cut out H's liver, &c. | by which Yale one leg broken, an e sight o 
q - gory: ation the same evening. Those who saw his last | adjacent property holders would consult their own il emtennl tine ot with a drawn bowic knife and | both eves utterly destroyed. His injuries however Boarding Housoco 
; barous acts. some of the so-called Orthodox te. state that br. P. died thout : b id d fi doll in their 
7. ' i Veh * a moments, state that br. P. died withouta murmur/| interest they would expend a few dollars in made a blow at Hilt’s left breast. The knife after| will not be fatal. Phelps, though standing within 
4 preachers were Ww go , and be served 60, the} or a groan, and apparently without pain, perfectly | repair. making a long cut in the coat, was stopped by | three feet of the blast escaped entirely unburt. _ At Mo. 249 Kearney Street, 
whole people of the United States would be for rising resigned to the will of Heaven. Br. Pratt told EI- el II pp a blank book in the breast pocket. Cameron then | Grass Valley Telegraph. One door above Broadway 
up en masse to wipe the Mormons out of existence! | der Higginson the next morning attcr his arrest ini made another blowin which the blade struck the 
5 From Southern California. right shoulder perpendicularly, and was arrested by| Stanper Surr.—Two suits have been commenced! ‘The Saints visiting this City from San Bernardino 


Oh! Consistency, thou art a jewel! Sing of liberty, in &| that his enemies would kill him, andr 

= equested El- oe ms the shoulder-blade. Hilt then turned to run for a| in the District Court for Amador county, by the 
land where its citizens cannot be protected from | ger H. to go through with this Spring’s emigration to [The Steamer Senator arrived at her berth in this pitchfork, when Cameron again stabbed him under | Rev. P. Y. Coole, of Volcano, a Methodist ciergy- — . baer ayy — — there comfortable and 
mob violence, in the free exercise of their religion! | Ytah, and carry the news of his death to the Charch | “ity, on Sunday the 26th, from San Diego and the| the left arm, the blade passing forward nearly its | man, against the editor of the Jackson Sentinel, and Videos tan icaceasse ndeetoee ee a ae 


Many solicited us to speak again; but we could not ‘hi ; Southern ports. We make her follow extracts | full length against the ribs. This account is the | S.M. Farmer, for $10.000 damages in each case. The 
get to speak We preached in Milwaukie - from the Angeles Star.—En. best we can obtain of the affair, but we do not con-| complaint is founded on an article in the Sentinel of (21 tf) 
shove the Willamette ti ping. ter perpetrating this heaven-daring sider it as very trustworthy. Hilt was arrested and | the 4th inst., charging Mr. Coole with keeping a WHE || 
ve m © Fortiand, on the Witameste river, | deed, M¢Lean returned to Van Buren and made it} _Pcnsurr or Horse Tuirves.—We are glad to be/ has been admitted to bail on his own recognizance; | pair of blankets borrowed of S. M. Farmer. —Placer 
where we were received and treated kindly, by Mr.| ;nown. After remaining in town several hours, able to state that the pursuit of the thieves who| Cameron has not been arrested. The examination | Jerald. J OH N W T U C K E R 


Meck and Mr. Eddy. They have the largest and best | 2.4 walkin | renee stole the horses from Mr. Banning, was successful, | of Hijt is to be held in San Antonio to morrow, 
, g the streets with impunity, he was es-| that the horses have been recovered, and the thief he doubt the facts will be elicited. Zbwn Tulk Tue Wacos Roav.—The Wagon Road Directors 
corted by a number of the citizens of Van Buren to| so badly wounded that he could not survive. The we understand, awarded the for the grad- 
a ruit trees, a ring. In Oregon City we @ | the boat, and took his leave of the place, — Verily, | ™easures taken were'such,and so promptly cxecuted T ’ f Nevit's S» t to Jol & Durk : 
4 own Destrorep.—The town of St. Louis, Sierra | in of Nevit's Summi 
q public disuussion; question, What is Gud? material | we had “as thought that the blood-thirsty mobo- cn age doo ya The aa ee county, has been completely reduced to ashes. ‘This| teTday, at $2,890 We are reliably informed that W A T C H E S, D I A M 0 N D S, 
or immaterial? I took the ground that God is ma-| crats of Missouri and Illinois were without a paral- wall that the SILVER WAR E, 
. terial, from the fact,that nothing can beget nothing. | Jel in the world, but we now yicld the palm to the| guarded, and the thief captured. He attempted to The Clapanc vy oe = 7 ; peor Begpedma rood wagon read from Placerville to Careon Valle 
Like berets like. Chri lisabled 4 owing | At half past four this afternoon, a small cabin con- | y Jewelry and Silver-plated Ware. 
a ike begets like, Christ was the only begotten of | church-gving citizens of Van Buren, for they have tignous tw Gallatin & Co's stable, took fire, and in| steadily and rapidly progressing.— Placerville Am. 
_— the Father, therefore was in the image of God. He} proven to the world that they are aden of murder-| .; ' a less than one hour, not a single house remained. oa 
4 w material bei sod of flesl d bones. | e ienaiel since found a dying condition among the chap- The Hook and Lajder Company of the town was Execution or A Murperer.—Danforth Hartson QUARTZ WORK OF ALL KINDS ON HAND, 
4 as ama ng composed of fiesh an nes. | ers and assassins. parel, supposed to be the same. He was an Amer- brought into requisition, and every means used to | was hung at Yreka on the 15th inst., far the mur- 
x After his resurrection, with his glorified body he Praying for your welfare and success, and the re-| ivan very well known here by the BSme of **Pike.”’ prevent the spread of the tiames, but without effect. | der of Burke. He confessed the murder, and also| (@ watches REPAIRED WITH CARE AND WARRANTED. 
a eatand drank with his apostles—with the same | demption of the righteous, and the destruction of cgywte art and George Carson returned |, high wind was prevailing at the time, and the | owned that he had killed two Indians, besides, in 
Gg body he ascended up to heaven, and sat down on the | the wicked from the earth. and th it “4° "" — rapidity of the spread of flames was perfectly aston-| cold blood. He was born in Willimantic, Coun., 
hand of God ishing Ppy y 
a right hand of God, he being the express image of his | umph of the principles of righteousness, we sub- W. C. Getman, who has been out on a thief catching | oyrred: the losses ar very heavy. Among the prin Bee San Francisco 
— Father's person. This is eternal life to know God. | scribe ourselves, expedition, we understand that the mountains of | cipal losers are Messrs Babb & Burbank, je Ane Eagle} Fier at Sax Josz.—About one o'clock. last Satur- 
3 a But an immaterial being without body, parts, or pas- Yvurs, in the Covenant, San Bernardino and vicinity are the rendevouz ofa Hotel; M. L. Hesson, of the North Star; Foller & day morning. o fire broke out bt. San Jose, in acne Ce” Persons in the Interior desirous of purchasing ar- 
x sions is an unknown God; therefore, in bim we can- Gebo. HiGGinson. large band of robbers, who have with them many/ Bro, and Everctt, Wilson & Co. The latter saved | story frame building situated on the east side of Oe te cana by forwarding a description, b aporee wri 
| . ; valuable horses, all of which have been stolen from | their books and the contents of the safe. The total | Pirst street th of Santa Cl treet. .F d by the cash, can obtain them, and depend on their 
- not have eternal life. Such were the arguments ] Geo. Crovucas. Santa Barbara down. Those fellows are committing | ta in the vicinity of from one hundred and fift stas Gees, Sou ° 2 VES SCC. our ONC | being of the best quality and selected with care; and 
ie produced. My opponent, Mr. Rosenthal, made a rt great excesses upon the Indians in the locality, as Hy hundred ti ut de: i dollars. Amid the ex a story frame buildings were destroyed before the there is little doabt that this mode will prove quite as 
| ‘ lee sl] as upon such travellers as happen to their a — . ‘xcite- | flame could be extinguished. The estimated dam- | satisfactory to the purchasers as if the articles had been 
great display of Icarning and talent to refute my ar- CITY ITEMS, io Ans tell conned Send ppe “oy 1d ment of the moment we were unable to learn the ex- | age is 2,000. he fire is supposed to have been the | selected ander their own supervision. 
guments, and substantiate an immaterial God, he the field tent of the the act of an incendiary. 
read from the scriptures, that, in the beginning the} Murpzr or a Womax.—On Wednes- | be of essential service in ridding the country of these A R.' F. Davis, ‘th BR ADSH AW CQ.. 
| earth was without form and void; therefore God him - day morning, July 2¥th, says the 8. F. Herald, one| pests, and of recovering their ill-gotten booty. ATAL ACOIDENT.——Eir. a e Pos 
~ toht be with | “ea Such a company could be easily mised here, and a Master at Coloma, was killed on the evening of the 
| self might be without form. I stated, that this was} of the most horrible and cold-blooded murders was or : A Ternisis Ficur!—Two Chinamen, named Ah | 25th inst., by being thrown from his buggy on the} WHOLESALE 5 RETAIL 


those whose property is being wasted by the thieves, | ,, , 
a wrong translation, and ought to read, The earth itted that — . ] ’ , ’| Chung and Ah Pung, had a desperate fight at Weav-| road from Placerville to Coloma. He was riding in 
protection, by com erville, Trinity county, last week, It is thus des-| company with a Mr. John R. Huntress, when the 


ithout inhabitant and void; f ould. 
was Withous Inhabitants and void, tor every chronicle in California. The victim was a woman tributing the necessary means of support. the he 


boy knows that the carth is in a globular form; but! of the town known by the name of Mary B. Jones, Hieuway Roppery.—On Monday last, as Mr. they both discharged a volley of oaths, accompan-| the ground. Mr. J. Horace Kent, of this city, being a batt Ge = BS R > . 


man he made after his own likeness, in the image! put familiarly called by her acquaintances ‘Dutch Louis Glaser was traveling along the road, about | ied by jestures such as only a Chinaman: can make, | in the vicinity with a buggy, aah witty elicem to | 
of his person: We hil 4 crowded house, and good} Mary.” She was living by herself on the lower floor of San thay Ware Goth out of breath thai| Mr. Davis's reltef, and conveyed him to Colom. ‘HAVE ON 
they were obliged to take arrest. At the second/ Mr. Davis, however, survived but a short time. 


attention, and several ladies were present. The! of the brick building adjoining the Adelphi Theatre, | o'clock in the morning, by a large, powerful man, round both came to time quite fresh, and after a 00 Bags ‘ 
matter was left with the people, to draw their own| on Dupont, between Clay and Washington streets. | Who assaulted him, knocked his hat over his eyes, | fay passes Ah Chung got ina left-hander that} Cacrion To Farfrs.—Under this caption, the 200 Batts s ’ 
conclusions. At the close of the meeting, several | she had lived in the same place a long time,and had seized him by the aid of two accomp er and rob-! knocked his antagonist into a China grocery, dam: | San Jose Tribune says that many of the farmers in 50 Pierces Carolina ce. 
’ bed him of his gold watch and chain, and $2464.25, ed the nose and spectacles of the keeper of said/| ¢h in the habit of putti t ph 00 's 

geutleman came up and gave me money. A respect- kepta bar and cigar stand. There were but two the amount of a collection which he had made in age al ose On bot] pe fh that vicinity are in e a Or putting out pnos- 180 ‘ - 

hantit took us up to Lis house where we stop- San Be di ~ nel grocery, and janding tiem 1 ina pan of hot} phornsa in their fields, to poison squirrels, without Brine Hams. 

able mere sup apartments, the barroom and bedroom, apd a small roar ino, Mr Glaser was unable to make any boiled rice. Smarting with pain of the hot boiled being aware of its dangerous inflammable qualities. 200 Box Adamantine Candles. 
ed over night. Here we found br. A. M. Harden} closet adjoining, in which the back door opened. tener ben been completely mastered by the | rice, and the blow, Ab Pung pitched in and hit Ah| 4 number of narrow escapes from destructive fir 100 Imperial es. 
and family. They received us kindly, and made us| she was seen closing up her front door after twelve — re uantenttna donndiiteas « prt Chung a dig in the rice basket that made him howl, | have recently occurred: 200 Green 
weloome to their home. ‘Twelve miles from Oregon | o'clock on Tuesday night. Next morning the doors] to rear, or his life would be taken. ‘Two of the| auth other Celestial 
City, at a place called Pleasant Ridge, we found brs. | were not opened as usual, and the neighbors began gang s held senort to his mr, while the other-ran-/| their orbits, caine between the belligerents asad enn. : mie ie gly -_ - Todd's Valley on Toce Which we offer tcr sale at the lowest market price. 
h and Lorenzo , with their families.— think that thi BAC 1is pockets and took his money. Next day ‘forent re. ay evening, which entirely consum the house BRADSHA 

Joseph an renzo Tracy to think that something unusual was the matter to San Dernasdins, to ducted euch to a different sphere in. There wate W & Co., 


They are sorry they left Salt Lake valley, and arc! with her, No one, however, attempted to gain en- in 
. , ’ quiries on the subject, and has laced parties on sot “ _ uantity of hayconsumed, We understand that the Corner 
determined to return as soon as the way opens.—| trance until about noon, when officers Silsbury, Mc-| the search, who it te will succeed th fire he work of an incendiary.—Cow ier. of California and Sansome Sts. 
Henceforth, they are determined to live their reli-| Cormick and Hubbard went to the side door leading | bringing the robbers to justice. It is- stated, - and the South Fork of the Calaveras, in which @ man! yf.vsus Kyruxp—Richard Daveys and Wm. Cur SAN FRANCISCO. 


; i it is t only way ; _| generally believed, that the extensive rebberies 
gion knowing by experience it is the only y into. the barroom from the entry, and found it un which have lately beer committed along the high- named Michael y killtien eee brutally beat some now, says the Jackson Ledger, were killed at Sutter (@° ALL ORDERS ATTENDED TO PROMPTLY. 


find happiness. Truly it is refreshing to meet a/ locked. ‘They entered aud found the body lying on} way ha - a fie Frenchmen, nearly killing one of them by the name} , ‘ 
; y, bave been perpetrated by a-set of fellows who Creek on the 23d of July, by the caving of a bank 
warm-hearted, whole-souled Mormon here. It is| the bed, and from appearances, life must Lave been | came here for the purpose of going to Sonora, Some is casein = trial 4 tally injured as tgp of earth! Daveys was twenty-four years of age, and TO DE ALERS IN STOCK a 
like finding a spring in the desert. If ever youget| extinct some hours. There was a mark of a blow, | of them have been recognized as of the filibuster ex- close of the proceedings: ° There was abundant from Doddsville.Wis. Curnow was thirty-two years 
old, and from England. ; 


dissatisfied at home, take a mission to Oregon, and/ anparently inflicted by a heavy instrument, on the peditions. proof to show the fact that Kelly used a shovel in 
San Dipco Coat Company. —The operations of this beating the Frenchman, A man named James 


HE Subscriber has just at titted in Carson 


a you will then know what you are made of. But you | jo temple, and a towel tied over her mouth and Compan te ily suspended on the 11th Dra 
H From Stn Srroxe.—On the 18th inst., says 
are in a pretty good school, as well as myself. Let) onder her ears, Which was twisted hard, and had no ait. good blasters and tho the Calavers Chronicle, a miner named C. Ghol was | Valley FIVE HUNDRED 
_ us treasure up the lessons we learn in an honest) goupt caused strangulation. The marks about the experienced, good mihers. This mine has lately fore Justice Stevens, who very properly fined Kelly. killed in hig claim on Chile Gnieh, by ¢.atn< .» en ead of fine 
Gq heart; théy will help us to overcome in the trying} p,q clearly showed that there had been a most been examined by a scientific gentleman from San} g999 and 0’ Marley $100: 3 was one ofthe most | He was a native of Switzerland,and fifty years of age. AMERIC AN OXEN AND COWS, 
Francisco, who, without hesitation, pronounced it ted ercifal beati Brad 
an extensive vein, and superior article of coal.| tried in this county. Sam Which he offers for sale in the Valley. They are iv’ 
4 | We are not discouraged in the ne e ——Roppery at tux Lacoon.—On Saturday eyen- | The Company will proceed with their work in about | ae tried and found guilty of murder in the first de- good condition. 
| has blessed us thus far on our mission; our wante ing last the residence of Mr. Fenners, near the Harstor™ in THe Yreka Union of| gree, in the District Court on Tuesday last. He will me at farsou R. SMITH 
been Lagoon, says the 8. F. Herald, was entered while the Ladd Esq has left undone towarda the July 23d, states that in be sentenced to-day. ° 
a n time of need. We believe thata ¢ work wi Shasta Valley, on Sunday, July 12th, which did con- 
family were temporarily absent, and a large amount | promotion of the Company’s terest; he has met, |” 
| yet be done in Oregon, for the opposition will cause | and jewelry stolen. ‘The robber effected an| With promtitude, all financial claims against the|Siderable damage. fort "hh, COMMERCIAL. STOVES! ‘STOV ES!! STOVES!!! 
men to investigate, after which they will obey. concern. We wish them success.—San Diego Herald. | 
4 entrance through a back window,and was seen when Rate harvesting, and those who had thelr grain in shocks Saturnpay Evenro, July 25. 
gq | Br. Higgins is well and feeling well; s0 are brs./ the premises by the same way. Among the had it thoroughly threshed, bail falling in such FLOUR—Jobbing sales of 200 } sacks Domestic at} J. DE LA MONTANYA & BRO. 
| Harmon and Winslow. We all met at Portland, articles stolen, was a lady's gold watch and chain, a Latest from Carson Valley. out OF which $8 50: 500 do 9; ang Mills IMPO RTERS OF 
and had quite a happy time. Thcy have had agreat d lock ld writi GAG, WIth & Ene. grain crop of Mr. | at $9 50; 200 -Rising 50. 
| deal of ition to A with but are pot in bracelet and locket, a gold writing pencil, seven Mr. J. A. Tuompson arrived in Mokelumne Hill | Hunt was entirely beaten down and destroyed. The MEAL—50 bbls Sweet Eastern, sold at $6 25. Cook, Parior & Office Stoves, Tin Fiate, 
| oppos tion to con gold studs, four gold finger rings, with many other | via the new West Point. road, from Carson Valley, hailstones are described as megsuring two inches in} WHEAT—Sale of 150 sacks at $2 974. Sheet Iron, Copper, Zinc Wire, cc. . 
| frieads, and be. {articles in jewelry, besides $70 in goli—in on ‘Thursday evening last, at 6 p.x. On his way | “ameter: ALSO MANUFACTURED 
over brother in the | “@ownting to about $540. It is supposed in eastward, on Saturday last, at the head of the Stan-| AND. DEATH.—A young “OATS—Sales of 400-sacke at 240. TIN WARE & BRITTANNIA WARE. 
e ne; ghborbood that the thief is one of the States met named Eagle man named Walter Williams, 6f Milwaukie Wis., POTATOES—3840 sacks sold in lots at lc; 25 choice 
Prison convicts, belonging to one of the schooners picked up bolts while engaged in mining, on stteam near Scale’s 18 tone at $19. No. 82 Jackson St., 
g that are being loaded with sand opposite the Lagoon. al Diggings, on Saturday, discovered a ratthesnake, and AY—Sale o Between Front and Battery sts., near the New Cas- 
* ‘, ail, impressed with th h SUG e of 10, ; 20, 
4 | More of the Assassination. Police are making active exertions to ferret out the} The labor which Mr. Kirk and bis company ex- benn bitten ~é the make, He immediately rushed | 000 ths do ya + SAN FRANCISCO, CAL. . 
a, 4 We have already published a plain statement of part of the road in very good condition for loaded by a rattlesnake. Brandy was ordered and the : z 
: 18 ly 
: the ination ‘of President P. P. Pratt; but as ——A Bory Roppery.—On Tuesday evening about | wagons. He is convinced that $1,000 more would ung man drank three pints, which was not a qual- Moxpar Eventa, July 27. 
. ' half past six o'clock, a Mexican named Luis Cavan- make it as good as desirable. ley hich would be, relished by # good judge of the FLOUR—Sales of 2200 } sacks Domestic at $8 (@9 Somethin Wow! 
- | the following letter contains some dctails we give it as. walked. into.a drinking saloon on Pacific.street, Mr. Kirk left ‘Carson Valley on Saturday, -18th aiticle, and died in a few hourd ‘from the effects of | 100 do self-rising at 10 50, = 
likewise to the public: went behind the bar, opened the drawer and took — the drug. he was nct bitten by J ohusen Broth e rs Ah ead 
out the money. Th rietor and th f k out und locate 
‘ ey. proprietor and three or four} mark out und locate the Ovérland Wagon road. OA TS—200 sacks at 2c. 
Arkansas, May 17, 1867. others were in the room at the time, but the fellow work from that t. A New Tuesday. morning last POTATOES —Sates of 350 sacks in lots at Ic. | 
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THE WESTERN STANDARD. 


> 


E. PICKETT’S ORATION. 


| 
[Tae following extracts from Mr. Pickett’s} 


Foarth ef Jely Address contain much that is 


ously anite them, but create sympathy outside 
of their ranks to sustain their cause. : 

“ And wherefore this terrible how! in oppo 
sition to Mormou iniquity—this indignant de- 


true, and we commend them, to the notice of] a oistion of social relations and internal pol- 


our readers. He says: |] 

“The greed of gain ever dries up or shoves 
out from the homan breast all the emotions of 
the heart—all that’s unselfish, refined, gentle 
and impulsive—it leaves mau soulless. The 
shape, the physical frame, may be left, but the 
spirit is changed to something else than na- 
ture’s higher attributes intended it. The in- 
dividual man, gregarious and aggregated, 
makes up the body politic. The same laws, 
which govern them: separately, operate upon 
the mass. If there he not any private virtue, 
then there can be no such thing as public vir- 
tue; and without the latterno government, and 
above all others a Republican, can exist. For 
society cannot cohere without virtue; and so- 
ciety must exist in order to establish govern 
ment. Government in California has proved a 
failure,because it lacked this vital and essential 
essence of virtue. But not alone in California 
do we witness this prostration of moral senti- 
ment, and rapid tendeney to a subversion of the 
present form of government. 
parts of the Union the same causes are opera- 
ting to a greater or less extent, and like effects 
will ere long result. 

“ Oar fathers fought against an external foe, 
against oppression and injustic, whose seat of 
power rested in another land. They rose in 
arms likewise, not in order to right any very 
grievous wrongs, under which they actually suf- 
fered, but in defense of a principle, and also 
because they thought themselves old enough, 
rich enough, and fully capacitated, in every 
particular,to set up a household for themselves. 
They threw off a foreigu yoke, that was but 
the weight of a feather, compared with the do- 
mestic¢ despotism, which, owing to a variety of 
causes, we, their descendants, have self-imposed 
upon’our necks. ‘Talk of liberty in this land! 
It is false to so term it! The thing isspurious! 
—a base cheat!—it is a bastard! or if born 
legitimately, has, through erroneous education, 
licentions indulgence, and imbibation of every 
species of wrong sentiment, become disfigured 
in face, deformed in shape, in mind diseased, 
and morals depraved! ” 

[Of California, he continues: ] 


“ Neither property nor life is protected or 
secure. Capital is forsaking the land, because 
of the onerous and unequal taxation levied on 
on it, and the unsafety of investing it here.— 
Everything is in doubt and turmoil. People 
have become gloomy, despondent and reckless, 
and worse yet the condition of affairs must be, 
before a brighter day shall dawn upon us. 

“Some of the oldest and best citizens of the 
State are leaving it for good, and thousands 
more of the most valuable part of the popula- 
tion would gladly abandon us, could they get 
away. 

“Citizens ot other’States are chosen to {ill 
most all the public posts, rather than the bona 
fide residents of this. 

“ Men withont property and who never pay 
a dollar’s tax, make all the laws to govern 
property and assess taxation. And taxation 
without proportionate representation, is held 
and acknowledged, in all countries possessing a 
shindow of freedom, to be just cause for revo- 
lution. 


In most other} 


icy of a people; sojourning far away in the 
wilderness. of deserts, detached from all else, 
avd therefore not likely to taint by contact,the 
saintly purity of the.rest of our population?— 
I will tell you why. It arises from three causes. 
First an inherent love of power in the human 
breast, and ever itching desire to be making 
war on somebody. Secondly, that Yankee-like 
inquisitorial spirit,and prying interference with 
other people’s business. And thirdly, most of 
these purifying zealots, and advocates of a 
foray into Mormondom, are prompted by a con- 
sciousness of self-wickedness, which seeks a 
salvo, and also.to draw off the world’s atten- 
tion from themselves, and find some scape-goat, 
upon whose back they can saddle sins of which 
they are equally as guilty. At least this latter 
charge Ican bring to the door of those vir- 
tuoso editors and others in California—who are 
well aware, that vice and immorality of what- 
ever species, cannot be worse nor more preva- 
lent in Salt Lake City than in San Francisco. 
In fact, I question not but the purity of morals 
in Deseret will compare quite favorably with 
this State generally. 

“So far as the Mormon religion goes, I 
think it the most orthodox of all Bible, or so- 
called christian creeds, now extant. At the 
same time reprobate as much as apy, their 
polygamous wifery, which is contrary to na- 
ture’s edicts, and which my old contempora- 
neous Roman prototypes, in opposition to 
Judaical customs—those of Jehovah’s chosen 
favorites, so taught mankind by precept and 
example, and by law enforced. Strange in- 
deed to hear sticklers about State and Territo- 
rial rights in any part of our confederacy, and 
especially those in this country, who last year 
so strongly deprecated intervention on the part 
of the General Government, in the Vigilance 
revolutiouary movement—now advocating an 
army being set to make war on the inhabitants 
of Utah.” 


[The following are some of his truthful, but 
unpalatable utterances,in relation to California: 


“ Already the brute portion are most rapid- 
ily improving in breed. Man alone is not pro- 
gressing, nor yet contented amid all these 
advantages and ministering delights. And 
wherefore this? Because here so deeply sin- 
inoculated, by reason of his haste to grow rich, 
his eager, restless, impatient longings and un- 
scrupulous means used to obtain money—his 
abandonment of all high sense of honor, culti- 
vation of virtue and intellect, and sinking him- 
self down to @ mere animal aspiration and in- 
dulgement of a depraved sensual appetite—he 
is induced to forsake the true paths to happi- 
ness, abandon his high destiny, and contam- 
inate and turn to bitterness, all things he 
touches. 

“Hither lured by a -promised glittering 
prize, flocked hordes of adventures from every 
coast. No fears of death, privations and toil, 
nor dread of dragons, deterred them in their 
search. Landing on our once happy shores— 
Eureka! was the exultant cry of all. But a 
change has come over the spirit of your dreams, 
and loud now are your lamentations of pain 
and disappointment. For instead of. gather- 
ing the golden fruit of the Hesperides, you 


“ Wisdom, honesty, independence and pecu-} pave grasped but Dead-Sea-apples—beautiful 


liar fituess are insuperable bars to a man’s pre- 
ferment—ignorance, gross venality, and incom- 
petency, practically the highest and most pop- 
ular qualifications for office, as well as entitling 
one to occupy that most responsible place, the 
editorial tripod. 

“The elective franchise is a farce—men 
openly sell their votes and even boast of it, 
whilst almost every public post throughout the 
land is bought and sold. 

“Principles are abandoned, and men with- 
out principles substituted. 

“Confidence between man and man is des- 
troyed. 

“The line between menum and tuum almost 
obliterated. 

“Virtue is at a discount, vice a premium. 

“Self and pelf reign supreme—money being 
the sule measure of merit, and with most rare 
exceptions, alone buys friendship of man or 
love from woman.” 

‘[He thus notices the present excitement 
upon’ the “ Utah Question: ”) 

“This latter view of such question leads me 
to speak in reprobation ef the most unwise 
and unphilosophic. policy sought and vainly at- 
tempted to be pursued, in reference to the Mor- 
mon settlements in Utah Territory. If neces- 
sary, I could adluce the teachings and testi- 
niony of Christ and his apostles in opposition 
to this insane crusade, and continued cry for 
the strong arm of government to put down the 
hierarchal sway of prophet Young and com- 
pany—disband their followers, and thus make 
an end of the Latter-day Saints faith. But my 
sdle ‘appeal will be to the common sense ‘of 
niankind and lessons in history. If Mormon- 
ism be so.greatly wrong as represented (and I 
shall gainsay naught that’s alleged against its 
votaries, ) let it alone, and the evil ‘will soon 
care itself, since it must contain internal, its 
own seeds of decay and dissolution, But wage 
a war of compulsion or extermination ‘agaiust 
this sect, and you strengthen it. The cry of 
persecution will be raised, which not only will 

quiet their interneeine discords, and barmoni- 


without and enchanting to gaze upon in the 
distance, but all rottenness and ashes within. 

“ Conscious long since of their dark impu- 
rity, and the great necessity for regeneration 
and reform in our social, political and business 
relations, the cry was raised—let’s build church- 
es and bring out the gentler sex, in order to 
moralize and refine us—the absence of these is 
what makes us so bad. Well, in time came 
both, but of what avail—are we better grown? 
Has the joint mission of religion and women 
been successful in staying the leprous tide of 
corruption flooding and percolating through- 
out society? Far, far from it, as my too sad 
and truthful portrayal of the condition of af- 
fairs examples. 

“The sanctuary is desecrated by a set of 
sham worshippers, who, after swindling and 
defrauding their ‘neighbors six days during the 
week, vainly hope on the seventh, throngh 
empty forms and ceremonies, by cold lip ser- 
vice adoration, and paying indulgence money 
to their pastors*—to deceive that God, to 
whom they ignorantly pray and render hypo- 
critical homage. - Whilst instead of suffering 
the other sex to elevate, chasten and better 
them, they defile and drag her down, so far as 
possible, to their own sunken condition.” 

© Witness the apologetic sermons of these pastors, 
who for & goodby salary, will, and do palliate the 
worst evils of our society, and therefore encourage 
and increase, instead of helping to eradicate the 
wickedness of the land. Thus did not preach Christ 
—(see a discourse of the Rev. Mr. Benton, since 
delivered from ‘the same pulpit this oration was.— 


The public can decide in which the more truth was 
told about the condition of affairs in California.) 


Cause anp Erregct.—‘ Mother, this book 
tells about the “angry waves of the ocean.” — 
Now, what makes the ocean get angry?” ‘‘Be- 
eause it has been crossed so often, my sou.” 

Lost Tiwe.—A thief picked the pocket of 
an editor during the late railroad festival at 
St. Louis. He got two dimes, a lead pencil, 
an old memeorandem book, and a few other 
trifies “‘ of no value to anybody but the owner.” 


Horrors of Opium Smoking, 


Cuivg, in his description of China and Chi- 
nese customs, states that one of the streets in 
Canton is occupied entirely by shops for the 
sale of this deadly drug. One of the objects 
in this place that I had the curiosity to visit 
was the opiam smoker in his heaven; and cer- 
tainly it is a fearful sight although not so de 
grading in the eye as the drunkard from spir- 
its, lowering to the level of a brute, and wal- 
lowing in his filth, The idiotic smile and 
death-like stupor, however, of the opium de- 
bauchee, has something far more awful to the 
gaze than has the beastiality of the latter.— 
The rooms where they sit and smoke are sur- 
rounded by wooden benches, with places for 
the head to rest upon, and generally a side 
room is devoted to gambling. The pipe is a 
reed of an inch in diameter, and the aperture 
in the bowl for the admission of the opium is 
not larger than a pin’s head. ) 

The drug is prepared by some kind of a con- 
serve, and a very small portion of it is suf- 
ficient to charge it, one or two whifs being the 
utmost that can be. inhaled from a single pipe. 
and the smoke is taken into the lungs as fro. 
the hooka, in India. 

On a beginner, one or two pipes will have an 
effect, but old stagers will continue smoking 
for hours. At the head of each couch, is 
placed a small lamp; the first must be held to 
the drug during the process of inhaling, and 
from the difficulty of filling and properly light- 
ing the pipe, there is generally a person who 
waits upon the smoker to perform the office. 

A few days of this fearful laxury, when tak- 
en to excess, gives a fearful and haggard look 
to the face, and a few months, or even weeks 
will change the strong and healthy man into 
little better than an idiot skeleton. The pain 
they suffer when deprived of the drug after 
long habit, no language can explain, and it is 
only when to a certain degree under its influ- 
ence that their faculties are alive. 

In the houses devoted to their ruin, these 
people may be seen at nine o’clock in the even- 
ing in all the different stages—some entering 
half distracted, to the craving appetite they 
have been obliged to subdue during the day, 
and others laughing wildly under the effects of 
a first pipe. The last scene in this tragic play 
is generally a room in the rear of the building, 
a species of a dead-house, where lie those who 
have passed into a state of bliss the opium 
smoker madly seeks—an emblem of the long 
sleep to which he is blindly hurrying. 

A Ronaway Marcu.—Elopements are not 
very common now-a-days, when women have 
become such very dear creatures, that matri- 
mony is getting too expensive. But we heard 
of a couple the other day who ran off to get 
married, and came back to the bride’s house, 
where she humbly sued for the forgiveness of 
her father, kneeling at his feet, all Honiton, 
crinoline, and tears. ‘“ Forgive, forgive me, 
dearest father!” sobbed the lovely suppliant. 
‘* Forgive you!” exclaimed the old gentleman, 
‘why, I’m only too glad to get rid of you; 
and I should have favored your wishes, if I 
had not known that you were so contrary, that 
if P’d ercouraged you in the Jeast, yon’d have 
refused the man of your heart. Your ill tem- 
per, extravagance, and idleness have been the 
plague of my life, and make your marriage no 
loss to me, my dear child. So take her,” 
added the old gentleman, generously, address- 
ing the’ happy man, “and may you be happy!” 
‘ Phansy the feelinks” of the interesting young 
gentleman, on being thus assured from the lips 
of the most competent judge in the world, that 
he had “caught a Tartar,” and “ married in 
haste to repent at leisure.” : 

Cuinaman’s Inga or Suiciwwe.—It is 
almost impossible to imagine, says the Abbe 
Huc, writing of the Chinese in their own coun- 
try, the readiness with which the Chinese com- 
mit suicide. The merest trifle, or a word, 
induces them to hang or drown themselves, the 
favorite modes of suicide. In other countries, 
if a man wishes to revenge himself on his ene- 
my, he kills him; in China, he kills himself. 
The reasons for this are manifold: first, the 
Chinese legislation holds him responsible for 
the suicide who has been the cause or occasion 
of it. In killing himself, therefore, a man 
throws his enemy into the hands of the Execu- 
tive, who torture him, ruin him and his family, 
and, perhaps, take his life; and the family of 
the suicide ordinarily obtain large damages. 
On the contrary, by killing his enemy, he ex- 
poses himself, his friends, and his family to 
ruin, and deprives himself of the rites of burial. 
Again: the suicide, instead of being viewed 
with horror, is viewed as@ brave man. And, 
lastly, it appears that the Chinese fear many 
parts of their judicial processes more than 
death. 

e@~ Tut astonishment excited in Sir Charles 
Napier, (the Scinde Napier), by the irregular 
mode of warfare pursued by our Transatlantic 
kinsmen in the American war, is somewhat 
amusing. “They fight unfairly, firing jagged 
pieces of iron and every sort of devilment— 
nails, broken pokers, old locks of gans, gun 
barrels, everything that‘will do mischief. A 
241b. shot in the stomach is fine—we die heroi- 
cally; but a brass candlestick for stuffing, with 


Grievine ror Lost Pearis.-—It would be 
hard to tell whether more joy or sorrow has 
been caused at North Brook, N. J., by the 
discovery of the pearls. Dozens are bemoan- 
ing fortunes that, in days past, they carelessly 
fluag away. One matron unavailingly sighs 
over some “ little white things” that she once 


lugubriously remembers that he had chopped 
up eight or ten thousand dollars worth with 
his knife, “‘ to see what was inside.” Another 
genius rammed a pearl bullet down his rifle and 
shot away his fortune. An old lady who 
chuckled six months over her ‘“‘ good bargain 
with the peddler,” now discovers that she paid 
him in pearls, about seven thousand dollars for 
a calico dress. It is needless to say she has’nt 
laughed since. The unfortunate man who had 
the $25,000 one cooked for his breakfast, has 
taken to bed in utter despair, and refuses to be 


comforted. 


Ipentiry or Orcanizep Berncs——The capa- 
city of an organized being to be perpetuated 
by the construction of other organized beings, 
is truly wonderful; for the essential peculiari- 
‘ies are transmitted for thousands and thou- 
sands of years. When we inspect the remains 
of Egyptian antiquity in the British Museum, 
we are struck with the similarity of the vari- 
ous animals which are represented in the draw- 
ings, or which are preserved by the process of 
embalming. Cuvier observes; “I have care- 
fully examined the figures of animals and birds 
engraven on the numerous obelisks brought 
from Egypt to ancient Rome. In the general 
character, which is aJl that can have been pre- 
served, these representations perfectly resemble 
the originals as we now see them.” Lawrence, 
iu his valuable work on Man, observes that 
animals are just the same now as at any, even 
the remotest period of our acquaintance with 


them. 


Recire ror Dysentery.—As the season is 
at hand when all classes are liable to be 
afflicted with dysentery, diarrhea, &c., we 
deem it our duty to make public the following 
simple and efficacious remedy, which has been 
known to us for several years, and which we 
have repeatedly used with complete success. 
It is simply to take a tumbler of cold water, 
thicken it with wheat flour toabout the con- 
sistence of cream, and drink it. This is to be 
repeated several times in the course of the 
day, or as often as you are thirsty; and it is 
not very likely that you will need it on the 
second day. We have not only used it in cur 
own case, but have recommended it to our 
friends in many instances, and never knew it 
to fail of effecting a speedy cure even in the 
worst stages of dysentery. It is a simple rem- 
edy, and costs, little.—[ Farmer's Gazette. 


sax Tue greater the difficulty, the more 
glory in surmounting it; skilful pilots gain their 
reputation from storms and tempests. 


OUR AGENTS. — 


General Agent Throughout the Mines...... 


Russian River........ W. Sparks 
Sepert C. SHELTON 
Sonoma Cownty........... Henry G. Boye 


Aubnrn, Placer County...... G. P. Dykes 

Henry I. Youne 
Grass Valley, Nevada Co., & Bens. Proctor 
Centerville, Alameda Co.,....Zacnevs 
Mission Sam Jose, do........ J. M. Horner 
Travelling Agent throughout San Mateo, Santa 
Clara and Santa Cruz..... C. W Wanpe.. 


Moses A. Meper 
General Agent in Oregon and Washington 


Davip M. Srvarr 
D. M. Tuomas & 
San Bernardino......... 
Los Angeles......... Rost. F. WaLkensHaw 
San Duego......... H. C. Lapp 
Tom's River, New Jersey...... Carr. Reamer 
Travelling Agent im Pa....... A. M. Cannon 
J. M. Berry 
dae Horace 8. Etpreper 


Liverpool, England........... Orson Pratt 
Honolulu, S. L...... Siras 


J. P. Mem 
The various Elders laboring in the States will 
please act as Agents for the Westexn Sranpanrp, 
amd forward names, subscriptions &c., to this 


Saddle and Harness Makers, 


Keep constantly on hand an assortment of 
SADDLES, HARNESS, 
BRIDLES, WHIPS, COLLARS, 
SADDLE WARE, &c., &c. 


We are also prepared to execute all kinds of work 
in our line at the shortest possible notice. Em 
and Cattle buyers can always be supplied. ly 


information Wanted. | 

STEPHEN & SARAH WH, 

LIAMS, who when last heard from was on 

their way to California in the spring of 1866, ‘from 

Great Lake City, where they had wintered. 
AR 


Any person ng information 


& garnishing of rusty twopenny nails, makes us 


die ungenteelly, and with the cholic.” 


gave her boys for marbles. A schoolmaster 


JANSON, BOND & CO., 


Corner Battery and Clay Streets, 
SAN FRANCISCO. 


Have now Landing and in Store, 


3() BALES BROWN DRILLS AND 
SHEETINGS; 


100 bales Grain, Flour and Seamless Sacks; 
20 cases Bleached Shirtings and Sheetings; 
10 cases Merrimac Prints; 
10 cases Pacific Prints; 
10 cases Cocheco Prints; 
10 cases Sprague Prints; 
5 cases Printed Jaconets and Lawns; 
5 cases Ginghams and Chambrays; 
2 cases Assorted Dress Goods; 
2 cases Cottonades and Jeans; 
Cotton and Silk Hdkfs; 
Brilliantines; Jaconets; Cambrics; 
Victoria Lawns; Dotted Swiss; 
Cotton and Wool Hosiery; 
Buck Gloves; Irish Linens; 
Musquito Netting; Diapers; 
Heck and Fancy Towels; 
Hickory and Check Shirts; 
Cassimere, Sattinett and Jeans Pants; 
And a large assortment of other Dress and Fancy 


Goods, too numerous to mention. For sale low. 
Corner Battery and Clay streets, 
14 3m San 


Bean Sacks 
FOR SALE CHEAP—By 
JANSON, BOND & Co., 
Corner Battery and Clay streets, 
San Francisco. 


JANSON, ROND & Co., 
95 Battery st., San Francisco 


Seamless Sacks. 
FOR SALE CHEAP—By 
JANSON BOND & Co., 
Corner Battery and Clay streets, 
14 3m San Francisco 


FIRST PREMIUM AGAIN. 
R. H. VANCE. 


Corner of Sacramento §- Montgomery Sts. 


Has by the Superiority of his Dacusrreorypss and 
again received 


THE FIRST PREMIUM 


Awarded by the STATE FAIR in 1856, being the 
THIRD TIME against all competitors 


TO THOSE WHO WISH SOMETHING NEW AND BEAUT|FUL, 


We have purchased the PATENT RIGHT of CUT- 
TING'S AMBROTYPES FOR THIS STATE and 
are now prepared to take them in a style 


UNEQUALLED in the U. STATES. 


Of any size—from the smallest Miniature to life 
size. I would say to all who have been deceived and 
swindled with bogus pictures, not to condemn this 
new and beautiful invention until they have seen the 


GENUINE AMBROTYPES, 


Theyare said to be the most durable pictures known, 
as neither acids, water,nor dampness of any kind can 
affect them. Those having Daguerreotypes which 
they wish to preserve forever, would do well to have 
them copied in Ambrotypes. 

Having secured the assistance of another of the 
best Artists in the State, together with all new im- 
provements direct from New York, we are now fully 
prepared to execute 


Photographs 


By thousands,at greatly reduced Weare also 
prepared to go to any part of the City or State to ex- 
ecute views of Buildings, Landscapes, Machinery, 
Mining Claims, or anything of the Kind, on reason- 
able terms at the shortest notice. 

Groups of from two to twenty persons are taken 
perfect. Also, persons in Regalia, and Military 
Dress, are taken without reversing insignias or let- 
ters. Children taken by this new process in less 
than one second. 

We still continue to execute our splendid 


PREMIUM DAGUERREOTYPES 


As usual. Having made great and extensive addi- 
tions to our Gallery, for the purpose of making and 
exhibiting our Ambrotype Picturss, we would be 
pleased to have our work examined. OURGALLERY 
IS FREE TO ALL. my29 12 6m® 


U. 8S. MAIL STAGE LINE, 


DANIEL TAFT & Co., 
Will run a line of Stages carrying the U.S. Mail from 


Los Angeles to San Bernardino, 


VIA THE MONTE, SAN JOSE AND CUCAMONGA, 


Starting from the Bella Union Hotel, Los Angeles, im. 
mediately on the arrival of the Stages from San Pedro, 
which connect with the Steamers m San Francisco. 
In returning they will start from the Hotel of Daniel Taft, 
San Bernardino, passing by the same route through the 
above places, and arriving in Los Angeles in time to con- 
nect with the Stages for San Pedro and to take the pas- 
sengers arriving in Los Angeles from each steamer. Also 
carrying passengers ani the ').8. Mails from San Ber- 
nardino to G. 8. L. City, in Utah Terri , and from G. 
8. L. City to San Bernardino, lea\ing both San Bernar- 
_ and G. 8. L. City on the 1st of each month, without 


A liberal deduction from the usaal rates of fare will 
be made to parties and families. 


FIRST ESTABLISHED IN THE STATE, 
Donner hue’s 


Union Iron & Brass Foundry, 
Corner of First and Mission streets, 


SAN FRANCISCO, CAL: 


MANUFACTURE STEAM ENGINES, BOILERS, 
SAW AND GRIST MILL MACHINERY, QUARTZ 
STAMPERS, AMALGAMATORS, ETC., ETC., 


AT REDUCED PRICES. 


Have now the largest and best assortment of GEAR 
and MACHINERY PATTERNS in the State, a list 
of which will be forwarded to any one desiring it, free 
of cost. 27 6m J. & P. DONAHUE. 


HENRY JOHNSON & CO., 
Wholesale Druggists, 


146 WASHINGTON STREET, SAN FRANCISCO. 

Offer for sale to the Country Trade, the largest stock 

of Goods in their line on the Pacific Coast, comprising 

DRUGS, CHEMICALS, PERFUMERY, PATENT 
MEDICINES OF ALL KINDS, BRUSHES, 
PAINTS, OILS, GLASS, TUR- 
PENTINE, 

And article pertai to the business. Ha 

superior facilities for their goods, 
inducements to buyers unequalled by any other 

house. Orders respectfully solicited. 6m-51 


WHOLESALE DRY GOoDs. 


TAAFFE, M°CAHILL & CO., 
Front street, corner of Sacramento, 


SAN FRANCISCO, 


MPORTERS and JOBBER of DRY 
GOODS AND CLOTHING; 


Have on hand, and are constantly recciving by every 
lipper Ship from the Atlantic States and Europe 
an extensive and well assorted Stock of STAPLE and 
FANCY DRY GOODS, CLOTHING. &c., which the 
offer for sale at the VERY LOWEST MARKET 
os and towhich they invite the attention of 

uyers. 

articular attention paid to Orders, and goods 

shipped with care and dispatch tv any pvint in the 
State and adjacent Territories. 

San Francisco, March Gth, 1857. 


Attention is called to the following articles which 
are constan ly on hand: 
Family Blankets: 

lv-4, 11-4 and 12-4 White Ribbon Bound Blan. 
keta, various qualities, for sale by 

m20 tf TAAFFE, McCAHILL & Co. 


Mackinaw Blankets: 
A large and well assorted stock of White Mackinaw 
Blankets, for sale by 
m 20-tf 


TAAFFE, McCAHILL & Co. 


Colored Blankets: 
Blue, Red and Grey Blankets, in great variety, for 
sale by TAAFFE, McCAHILL & Wo. 


Cassimeres and Satinetts— 
Plain and Fancy, a well assorted stock, for sale b 
m20-tf . TAAFFE, McCAHILL & Co. 


Prints: 
English and French Prints, 
Merrimack Prints, 
Philip Allen's Prints, 
Sprague’s Prints, 
Cocheco Prints, al! of the newest styles and color, 

For sale by TAAFFE, McCAHILL & Co. 


Housekeeping Articles: 
A large and well seclected stock of Brown and 
White Linen Table Damask, 
do do do do Cloths, 
Linen Napkins and Doylies, 
Do Towels and Crash 
Russia and Birdseye Diaper, 
Irish Linen, for shirting und family use, 
For sale by TAAFFE, McCAHILL & Co. 


Filannels: 

White flannels, plain and twilled, 

Red do do do 

Yellow do do do 

Twilled Flannels, Red, Blue and Grey, in great 
variety, for sale by 


m20 tf TAAFFE, McCAHILL & Co. 


Shirtings and Sheetings: 

Bleached and Brown Shirtings, 

6-4, 8-4, 9-4, lo-4, 11-4 and 12-4 Sheetings, 
Bleached and Brown, various qualities, for sale by 


m20 tf TAAFFE, McCAHILL & Co. 

Fancy Goods: 

Em broideries, Edgings and Insertings, Bands, 
&e., &c., 


Plain and Hemstitched Linen Handkerchiefs, 

Dress Trimmings of all kinds, 

Bonnet Ribbons, Lace Veils, 

Black and Cold Dress Silks, 

Fancy and Plain Bareges, Barege for Veils, 

Black and Cold Crape, 

Silk, Cashmere and Lace Gloves and mitts, 

Alexandre’s Kid Gloves, 

Buck. Gloves and Gauntlets, 

Ladies’ White and Cold Cotton Hose, 

Childrens’ do do 

Ladies’ do Cashmere Hose, 

Childrens’ do do 

Together with a full and constantly increasing 

supply of all articles in the above line, for sale by 
m20 tf TAAFFE, McCAHILL & Co 


Kentucky Jeans and Cottonades-- 
Of various Colors and Qualities, for sale b 
m20 tf TAAFFE, McCAHILL & Co. 


Dress Goods-- 

Plain and Fancy Delaines, 

French and English Merinos, 

Black and Colored Alpacas, 

Fine Plaid Linseys, 

English, French and American Gingham’s, for 
sale by TAAFFE, McCAHILL & Co. 


Clothing: 
Black and Fancy Cassimere and Satinett Pants, 
Kentucky Jeans and Cottonade do., 
Linen Drill Pants, 
Grey and White Merino Undershirts & Drawers, 
Cotton and Woolen Socks, 
Black and Fancy Silk Cravats and Ties, 
Silk, Linen and Cotton Pocket Handkerchiefs, 
White Linen Bosom Shirts, 
Calico Shirts, Cotton Undershirts and Drawers, 
Hickory and Linen Check Shirts, 
Grey, Red and Blue Flannel Shirts, 
Denim Overalls and Jumpers, &c., &c., &c., 

For sale by TAAFFE, McCAHILL & Co. 


BOOKS FOR SALE. 


E nave received, and have on hand, the 


following works,—imported by Elder P. P. Pratt 
—illustrative of the doctrines of the Church of Jzsus 
Onrnisr oy Larren-Day Saints: they can be had by 
applying at the office of Tux Wxsrsxn Stanpaxp, 1184 
Montgomery Street. 


Voice of Warning, cloth .. . 0 76 
do do 1 
do do morocco . 1 76 

Key to Theology, cloth .. ® 75 
do do calf .. : 1 40 
do do morocvo east 2 25 

Harp of Zion... ver 75 

Pearl of Great Price .... soet 0 50 

Glance at Scripture and Reason’ ., 9 40 

French. 

Livre de Mormon mais 

Une Voix d’ Avertissement 

Le Reflecteur .. 

Les Mormons... 624 

Autorite Divine 

De la Necissite .. état } 10 ta, 

Le Bapteme .... 

German. 

Bach Mormon .. seals 2 00 

Stimme der Warnung .... 

Italian. 

Libro di Mormon oo 326 
Danish. 

Mormons Bog 1 75 
‘Welsh. 

Llyfr Mormon .. SOQ 

Athrawiaeth a Chyfammodau .... ae 1 3 

Y Perl o Fawr Bris ..... we 0 50 

Hawaiian. 
Buke a Moramona 


ss. Ciapp, 


SAN BERNARDINO, CAL., 
hand, a large aad well amsorted 
DRY GOODS, GROCERIES, | 
BOOTS AND SHOES, &c., 


Of the best , and ut 
| such prices as to offer in- 


DEALERS IW 
Clething and Furnishing Goods, 
No. 165 MONTGOMERY STREET, 
Corner Washington, San Francisco, 
on hand a lange and .well selected 


assortment of and Furnishing Goods, of 


upon their ta by 
comm unicating Editor, Brown,’ 
Tous River, Ocean Wow -81 


Friends are invited to call and examine before pur- 


best quality and latest styles. Call and examine 
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